Empleadita. 


M1356 RUIZ, GABRIEL. 

.R Empleadita; cancién, misica de Gabriel 
Ruiz, letra de Rodolfo Sandoval, orques- 
taci6én de Antonio Nifiez M. [Piano- 
conductor score (orchestra, with words) 
and parts] © Promotora Hispano Ameri- 


cana de Miisica s.a., México; 19Dec52; 
EF0O-19370. 


I, Title. [II. Sandoval, Rodolfo. III, Nafiez M, 
Antonio] 


Library of Congress 
Copyright Office 





du temps [et] Curseur de multi- 
ication. AF6475. see Odrecht, 
iobert. 





EMPLOYE Cooperation Division, General 
Motors Corporation. SEE General 
Motors Corporation. Employe Coopera- 
tion Division. 





| L'EMPLOYE DE L'ETAT-CIVIL 


SEE Odic, Charles Jean. 





AA 12619, 12620. . 


Employe performance report - office 
personnel. Research forms, S, R. 


see 


National metal trades assn. 


5-27-l.6 rs 





Employe rating plane ° 


wL03 nat 





Employe reting report, form A for nonesupervise 
ory Office, AAGS524. see National metal 
tredes association, 


Olg 4#24047 





Employe rating report, form X for supe. 
personnel, AA48525, see National metal 
trades association, 





ENPLOYE Relations Staff. General. 
Motors Corporation. SEE General 
Motors Corporatione 





BMPLOYE training. AA205662, SEE 
Allstate Insurance Corpany. 





Employe training handbook. 


VON BLEICKEN, BLEICK. 

Employe training handbook, a guide 
for training by operating manage- 
ment. Foreword by Carl Heyel. 
300 pe © Conover-Mast Publica- 
tions, inc.; 300ct533 A112726. 


I. Conover-Mast Publications, inc. 


Library of Congress oe Ii 


Copyright Office 





Employe work-incident report. SEE 
Rensselaer Polytechnic Institute, 
Troy, Ne Ye Personnel Testing 
Laboratory. 





EMPLOYEE accéptancé the most important 
consideration in the selection of 
eye protection. KK772i2. SEE United 
States Safety Service Company. 





EMPLOYEE AND PLANT COMMUNITY RELATIONS. 
A91459. SBE General Plectric 
Coma ny. Manufacturing training 
program. 





AA 1850, 


Employee appraisal form for merit 
rating. 


sée 


Jeffries, LeRoy W 


@ atp 10-11-6 





Employee benefit plans and collective 


bargaining. 

AMERICAN MANAGEMENT ASSOCIATION. 
Employee benefit plans and collective 
bargaining, with a paper on the Selec- 
tive service act of 1948. [By 

W. J. Couper, W. H. Winans and 

L. B. Hershey] 2T ws (Its 
Personnel series no. 123) © Ameri- 
can Management Association, New York; 
QNov48; A27265. 


I. Couper, Walter J. 
II. Winans, W. H. 
FIT. hershey :+:cts B, 


6 eom /ric 





Employee benefit plans in operation. 


STRONG, JAY V. 
Employee benefit plans in operation. 
(University of Michigan. Reports 


348 p. 

of the Bureau of Industrial Relations. 
Report no, 4) © Bureau of National Af- 
fairs, inc., Washington; 2Jan51; A54359. 


Bureau of National Affairs, inc. 


sh/r “AY 


Library of Congress 
Copyright Office 





Employee benefit plans manual. 
SEE Mutual Benefit Life Insurance 


Company. 





EMPLOYEE benefit plans manuale AA210678. 
SEE Mutual Benefit Life Insurance 
Company, Newark, Ns. Js 





MPLOYSE benefit plans manuale AA2130956 
SEE Mutual Benefit Life Insurance 
Company, Newark, Ne Je 





EMPLOYEE benefit plans, providing 
hospital, surgical, medical care. 
AA202816. SEE Research Council 
for Economic Security. 





EMPLOYEE BENEFITS INFORMATION CHARTS. 
481186. SEE Exton, William, dr. 
Sickness and injury, war, death, 
old age. 





EMPLOYEE CO#OPERATIVE TRAINING ASSO# 

CIATION, 

E.CeT,As adjuster training programs 
Appl, authors: E. B. Berkowitz 
& Robert B, Shapiro, © Employee 
Coeoperative Training Association, 
Introduction, © 18Mar523 

A1201,58, 





EMPLOYEE CO#«OPERATIVE TRAINING 
ASSOCIATION, 
BeCeTeA, adjuster training program, 

© Employee Co-operative Training 

Association, Units 

No, 1, The wide range rotary 
standard envelope machines how 
it works. © 16Mar523 Al120),51, 


Appl. authors: E, B, Berkowitz & Robert 


B, Shapiro, 





EMPLOYEE COsOPERATIVE TRAINING 
ASSOCIATION, 
EsCeTeAg adjuster training program, 


© Employee Cooperative traingne 

Associations Zut= 

NO, 1B, The wide range rotary 
standard envelope machine; 
diagnosis and correction of 
itemone troubles, © 16Mar52; 
A120L.59 


Appl, authorss E, B, Berkowitz & 


Robert B, Shapiro. ee 
? 





EMPLOYER GO«-OPERATIVE TRAINING 

ASSOCIATION « 

Es Ge Te Ae adjuster training 
program. Apple authors: Ee Be 
Berkowitz and Robert B. Shapiro. 
© Employee Co«operative Training 
Associatione Units 
Nos 1Ae The wide range rotary 

standard envelope machines 
Change-over and adjustment pro«- 
cedurese © 16Mar52 (in notice; 
1951); A126707. 





EMPLOYEE CO#OPERATIVE TRAINING 
ASSOCIATION.s 
BoCeTeAg adjuster training program 
Appl. authors: E. B. Berkowitz & 
Robert B, Shapiro, © Employee 
Cooperative Training Assoe 
type ge ‘ Units 
1D and 2D. The wide range 
envelope machines a inter 
unit and ink, H 
A1201,60. 





EMPLOYEE CO#OPERATIVE TRAINING 
BaGsTsAs a4] ienten 
Be CsTsAs uster training progratis 

© Employee Co#operative Training 

Association, Units 

No, IF and 2F, The wide range 
rotary envelope machines; the 
new wide range rotary feeder 
unit dise assembly, © 16MarS2; 
Al20h52, 


Appl, authors: E. 5B, Berkowilts & 
Robert Bs Shapiro. 


? 





EMPLOYEE CO+OPERATIVE TRAINING 
ASSOCIATION, 
BgCsTgAy adjuster training programs 

© Employee Co-operative Training 

Association, Units 

No, 2, The wide range rotary 
window envelope machine; how it 
works, © 18Mar523 A120/61, 


Appl, suthorst Ey Bs Borkowits & 
Robert B,. Shapiro, 


oy 





EMPLOYEE CO-OPERATIVE TRAINING 

ASSOCIATION. 

EB. Ce Te Ase adjuster training 
programs Apple. authors: E. Bs 
Berkowitz & Robert B. Shapiro. 
Employee Co-operative Training 
Association. Units 
Nos 2A, The wide range rotary 

window envelope machineg change=- 
- over and adjustment procedures. 
© 16Mar52; A12589h. 


@ Kev. May so 





EMPLOYER CO#OPERATIVE TRAINING 
ASSOCIATION. 
EeCeT.A, adjuster training program, 

© Employee Co-operative Training 

Association, Units 

No. 2B. The wide range rotary 
window envelope machines; di - 
sis and correction of rat 
troubles. © 16Mar52s A120h62, 


Apple authors: E, By Berkowitz & 
Robert B, Shapiro. @ 


# 





BMPLOYER CO-OPERATIVE TRAINING 

ASSOCIATION « 

Eo Ce Pe Ae adjuster tral ning 
program. Appl. authors: E-« Be 
Berkowitz and Robert B. Shapiro. 
© Employee Cooperative Training 
Associatione Units 
Hoe 3+ The standard plunger 

envelope machinee How it works. 
© SpecS2 (in notices 1951); 
A126708. 





EMPLOYEE CO*OPERATIVE TRAINING 
ASSOCIATION, : 
BeCsTeAy adjuster training program, 

© Employee Cosoperative Training 

Association, Units 

NO, 3A. The plunger standard 
envelope machines changeover 
and adjustment procedures. 
© &ecS23 Al20h55, 


Appl, authors: E, B, 6: & 


Robert Bs Shapiro. p 





EMPLOYEE CO#OPERATIVE TRAINING 
ASSOCIATION, : 
BeCeTsAg adjuster training program, 

© Employee Coeoperative Training 

Association, Units 

No. 3B. The plunger standard 
envelope machines diagnosis and 
correction of operating troubles. 
© &ec523 Al20)53. 


Appl, authors: &. B, Berkowitz & 
Robert B, Shapiro, & r 





EMPLOYEE CO-OPERATIVE TRAINING 

ASSOCIATION. 

E.C.T.A. adjuster training program. 
Appl. authors; E. B. Berkowits & 
Robert B. Shapiro. © Employee 
Co-operative Training Association. 
Units: 

No. 4B. The plunger window enve- 
lope machine; diagnosis and 
correction of operating troubles. 
© 8DecS52; A120)57. 


revised 1686851, w 





EMPLOYEE COOPERATIVE TRAINING 
ASSOCIATION. 
BeCeTsAy adjuster training program, 

© Employee Coeoperative Training 
Association, Units 
No, . The plunger window envel« 
ope machines how it works, 
© 16Mar523 A120)63, 


Appl, authors: EB, By Berkowitz & Robert B, 
r Shapiro, 





EMPLOYEES COsOPERATIVE TRAINING 
ASSOCIATION. ‘ 
BeCeT.Ay adjuster training program, 

© Employee Co-operative Training 

' Association, ts 

Noy bAy The plunger window envel« 
ope machines change-over and 
Seat procedures, © &Dec523 
A120),56, 


Appl. authorsi,E, By Berkowitz & 
Robert By Shapiro, @ 





EMPLOYEE CO#OPERATIVE TRAINING 

ASSOC TATION. 

BeCelTeAs Adjuster training program, 
© Employee Cosoperative Training 
Association, ‘Units: 

No, &, The wide range and plunger 
envelope machines; paper and 
gum, © 16Mar52; AaDolichi. 


Appl, authors: E, By, Berkowitz & 
Rovert Bb, Shapirds 


r 





EMPLOYEE COOPERATIVE TRAINING 

ASSOCIATION « 

Bs C. Ts As adjuster training 
program. Appl. authors; Eugene 
Bertram Berkowitz and Robert B. 
Shapiro. © Employee Cooperative 
gretgine Association. Unit; 

« How it works. © ov5k; 

Z &1606),9. 





EMPLOYEE COOPERATIVE TRAINING 

ASSOCTAT ION « 

Be Ce Te As ad juster training 
programe. Apple authors; Eugene 
Bertram Berkowitz and Robert B« 
Shapiro. © Employee Cooperative 
Training Association. Unite; 
5A. Change-over and adjustment 

procedures. © 3Nov5l; A1l606\48. 





EMPLOYEE COOPERATIVE TRAINING 

ASSOCIATION « 

BE. Ce T.« As adjuster training 
programs. Appl. authors; Eugene 
Bertram Berkowitz and Robert B« 
Shapiro. © Employee Cooperative 
Training Association. Unit: 

“SB. Diagnosis and correction of 
’ operating troubles. © 3Nov5l; 

A1606l,7 - 





EMPLOYEE COOPERATIVE TRAINING 

ASSOCIATION « 

Ee Ce Ts As adjuster training 
program. Appl. authors: Eugene 
Bertram Berkowitz and Robert B. 
Shapiro. © Employee Cooperative 
Training Association. Units 
SC. The printer unit and ink. 

© 3Nov5y3; A1l60645- 





EMPLOYEE COOPERATIVE TRAINING 

ASSOC IAT ION « 

Ee Ce Ts Ae adjuster training 
programe Apple authors: 
Eugene Bertram Berkowits & 
Robert Be Shapiroe © Employee 
Cooperative Training Association. 

Units: 
-Introductione NM: revisions. 

© 3Nov5l; A1l60646. 





EMPLOYER COOPERATIVE TRAINING 

ASSOCTATION ~ 

B- C. T. Aw edjuster training 
programe Appl- authors: Eugene 
Bertram Berkowitz and Robert 
Be Shapfroe © Employee Coopera- 
tive Training Associatione Units 
SE & 6B. Paper and - MMs 

additionse © Wovels A160650. 





EMPLOYEE COOPERATIVE TRAINING 

ASSOCIATION ~- 

The large open end and open side 
envelope machine lesson plans. 
Appl. authors: Eugene Bertram 
Berkowitz and Robert B. Shapiro. 
© Employee Cooperative Training 
Association; 3Nov5; A1l60651. 





EMPLOYEE CO-OPERATIVE TRAINING 

ASSOCIATION. 

Making your training effective; a 
manual for instructors of appren- 
tice adjusters, &. G. T. A. ad- 
juster training program, 7 p. 
Appl. authors: Gerald 0, Young & 
William Lowney. © Employers Co- 


Operative Training Association 
(in notice: Employee's Cooperative 
Training Association); 20Jan5h; 


A1l3516).. 





Employee development prog employee 
interest yeatenamnis San Ehteages 
University. Industrial Relations 
Center. 





Employee development program, em= 
ployee's statement of interest. 
SEE Chicago. University. Ine 
dustrial Relations Center. 





Employee development program, over= 
all evaluation summary. SEE 
Chicago, University. Industrial 
Relations Center. 





as a development program, what 

of a person is the employes. 
SEE Chicago. University. Induse 
trial Relations Center. 





Employee diagnostic survey. SEE 
Langstroth, Loraine. 





EMPLOYEE DIAGNOSTIC SURVEY. A78980. 
SBE Langstroth, Loraine, 





Employee education, 


NATIONAL INDUSTRIAL CONFERENCE 

BOARD. 

Employee education [by Elmer W. Earl, 
Jr., Division of Personnel Administration] 
68 p. illus. (Its Conference Board 
reports. Studies in personnel policy, 
no. 119) © National Industrial Conference 
Board, inc., New York; 7Sep51; A59830. 


I. Earl, Elmer W., Jr. 


Library of Congress S 
Copyright Office 





Employee education. 


TAX FOUNDATION, INC,, NEW YORK, 
Employee education, a sampling of indus- 
trial efforts to tell the economic story, 
1v. illus. © Tax Foundation, inc., 
New York; 14Sep50; A48007. 


dr/r 


Library of Congress 
Copyright Office 





Baployee education program, 195k. 
SEE Metropolitan Life Insurance 


Gompany « 





Employee evaluation, SEE Social 
Research, ints 





Employee feeding. 


STOKES, JOHN WESLEY. 

Employee feeding, a manual of policies and 
operating procedures. Boston, E. S, 
Whitten. 92p. illus. © John W. Stokes; 
15Feb51; A54880. 


mds/r 


MAY 29 


1957 


Library of Congress 
Copyright Office 





Employee handbook. 


see 


-Lockheed aircraft corporation 





Employee induction, 
NATIONAL INDUSTRIAL CONFERENCE 


BOARD. 

Employee induction [by William W. Muss- 
mann, Division of Personnel Administra- 
tion] New York [1953] 48p. illus. 
(Its Conference Board reports. Studies 


in personnel policy, no. 131) © National 
Industrial Conference Board, inc.; 20Jan53; 
A78093, 


I, Mussmann, William W. 


Revised. 
Library of Congress il 
Copyright Office Jjew 





EMPLOYEE inventory item and category 
score report. AA216360. SEE 
Science Research Associates. 





THE EMPLOYEE INVENTORY SURVEY; 
RECOMMENDED PROGRAM. SEE 
Chicago. University. Industrial 
Relations Center. 





AA 2387 


The employee magazine guide to the 
editors 


see 


Personnel relations, inc. 


afp 11-l-l,6 





The employee magazine instruction 
guide for the editor. 


see 
Personnel relations, inc. 


The employee magazine guide to the 
editor. 


afp 11-)-6 





Employee magazines and newspapers. 
NATIONAL INDUSTRIAL CONFERENCE BOARD, 


Employee magazines and newspapers 
[py Geneva Seybold, Division of 
Personnel Administration] 68 p. 
© National Industrial Conference 
Board, inc.3 29Jun533; A97332. 


I. Seybold, Geneva. 


Library of Congress 
Copyright Office 





Employee motivation. 


RESEARCH INSTITUTE OF AMERICA, INC. 
Employee motivation. 23 p. (Its Analysis 
68) © Research Institute of America, 
inc., New York; 29Apr49; A32716. ; 





Employee motivation. SEE Research 
Institute of America, inc. Topic 
of the month. June.i95h. 





Employee opportunities in public relations. 


BEATY, JOHN YOCUM, 

Employee opportunities in public’ relations, 
60 p. (Bank employees library, no, 2) 
© Bankers Pub, Co,, Cambridge, Mass,; 
7Dec50; A50628, 


I, Bankers Publishing Co, 


vp/r 

JAN 22 1951 

Library of Congress @ 
Copyright Office 





EMPLOYEE organization for fire 
safety+s AA206315-+ SEE National 
Fire Protection Associatione 


MAR 31 1959 





AA 8197 


Employee pension and retirement plans. 


Metropolitan life insurance co. Group 
division, claimant. 





Euployée pension trust plans. SEE 
Equitable Life Assurance Soctlety 
of the United States. 





cEMPLOYEE POSTERS. Bulletin board 
cards; SEE National Foremen's In- 
stitute. 





Employee progress appraisal form. 


See 


—— 


Gillett, Albert Nelson, claimant 





Employee progress rating plan. 


see 


National metal trades association. 
Rhode sland branch, 
N.M. T. A. employee progress rating 
lan. 


afp 11-29-L6 





Employee publications. 


METROPOLITAN LIFE INSURANCE COM- 
PANY, NEW YORK. POLICYHOLDERS 
SERVICE BUREAU. 

Employee publications. [A report prepared 
for Metropolitan group-insured organiza- 
tions] [On cover: B. 364] New York, 
1952. 48p. illus. © Metropolitan Life 
Insurance Co.; 230ct52; A72217. 


I, Metropolitan Life Insurance Company. 


j/e 
Library of Congress eS 
Copyright Office 





Employee recreation activities. 


NATIONAL INDUSTRIAL CONFERENCE 

BOARD. 

Employee recreation activities, administra- 
tion and cost. [By Geneva Seybold, 
Division of Personnel Administration] 

56 p. (Its Conference Board reports. 
Studies in personnel policy, no. 102) 

© National Industrial Conference Board, 
inc., New York; 30Dec49; A40210. 


I, Seybold, Geneva. MAR ~ 6 1950 
Library of Congress 


Copyright Office & vp / Yr 





EMPLOYEE RELATIONS. A80281. SEE 
International Correspondence 
Schools, Scranton. 





Employee relations and arbitration report. 


see 


Prentice-Hall, inc. 
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Employee relations bulletin. 
NATIONAL FOREMEN'S INSTITUTE. 
How to operate under the new wage con- 
trols, prepared by the staff of the 
Employee relations bulletin. 79 p. 
© National Foremen!'s Institute, inc., 
New London; Conn.; 2Apr51; A54399. 


I, Employee relations bulletin, 


awm/r 
way 16 1951 


Library of Congress 
Copyright Office 





Employee relations bulletin. 


NATIONAL FOREMEN'S INSTITUTE. 

Human relations casebook; a practical 
guide on how to avoid grievances. [Pre-~ 
pared and edited by the staff of the 
Employee relations bulletin] New London, 
Conn, [1953] 112p. © National Fore- 
men's Institute, inc.; 9Jun53; A95781. 


I, Employee relations bulletin. 
Il, National Foremen's Institute, 


Library of Congress -~ 
Copyright Office 





EMPLOYEE RELATIONS CONFERENCE. 
A84282. SEE Hauck, Pred C. 





Employee relations primer for chief 
engineerss SEE Doherty (Richard 
Pe) Television-Radio Management 
Corpor ation. 





Employee retirement and incentive 
plans. AA55922. see United States 
savings and loan league. 





AA 1867 
1 


Massachusetts mutual life insurance co. 


vf 11-15-6 





Employee salary plans in operation. 
NATIONAL INDUSTRIAL CONFERENCE 
BOARD. 


Employee salary plans in operation. 

By Herbert S. Briggs and Stephen 
abbe, Division of Personnel Adminis- 

tration] 72 p. illus. (Its Conference 
Board reports. Studies in personnel 
policy, no. 100) © National Industrial 
Conference Board, inc., New York; 
30Jun49; A34295. ~ 

lL. Briggs, Herbert S. II. Habbe, 

Stephen. 


Library of Congress a) 
Copyright Office cg / mb 





Employee savings and investment plans, 


NATIONAL INDUSTRIAL CONFERENCE 

BOARD. 

Employee savings and investment plans 
[by Lois E, Forde, Division of Personnel 
Administration] New York [1953] 31 p. 
(Its Conference Board reports. Studies 


in personnel policy, no, 133) © National 
Industrial Conference Board, inc.; 
25Feb53; A81636. 


I. Forde, Lois Elizabeth. 


Library of Congress eS iA 


Copyright Office 





EMPLOYEE SECURITY. A&0395. SEE 
Carrick, We Roy. 





EMPLOYEE SERVICES, Inc. © 
New shortcut to a better job and 


more pay. Folder, port. © 29merl8; 
4439629. 





Employee stock purchase plane 
SH= Hornblower and Weeks 





EMPLOYEE training announcement. C236k. 
SEE Handy (Jam) Organization, inc. 





Employee training handbook, AA48578,. see 
Syndicste store merchandiser, inc» 


elg 4-11-47 





EMPLOYEE UNITS, A81500. SEE 
Carrick, W. Roy. 





EMPLOYER valuation series. Perform- 
ance. Ed. A. SEE Industrial 


Psychology. 





Employee welfare & benefit programs. 


‘MINNESOTA, UNIVERSITY. INDUSTRIAL 

RELATIONS CENTER. 

Employee welfare & benefit programs; pro- 
ceedings of a conference held March 
23-24, 1950, with the cooperation of the 
Twin Cities Chapter of the Society for 
Advancement of Management through the 
Center for Continuation Study, University 
of Minnesota. [Editor: Lenore P. Nelson] 
Dubuque, Iowa, W. C. Brown Co., 1950. 


cont, on next car 
t APR d) 1951 


Library of Congress & 
Copyright Office A53053 sh/r 





' ‘MINNESOTA, UNIVERSITY. INDUSTRIAL 
RELATIONS CENTER. 
Employee welfare & benefit... (Card 2) 


49 p. (Its Research and technical 
report, 7) © Industrial Relations Center, 
University of Minnesota; 10Feb51 (in 
notice: 1950); A53053. 


I. Nelson, Lenore Patty, ed. 


Library of Congress & 
Copyright Office 





AA 1690) 


Employee's application and record. 


Gillett, Albert Nelson, claimant 


mge 9-3-6 





HF5549 
-T66 


Employees are people. 


Tootle, Harry King. 

Employees are people; what management owes them and 
what it does for them, by Harry King Tootle... isted. New 
York and London, McGraw-Hill book company, inc., 1947. 


xi, 350 p. 234™. (Half-title: McGraw-Hill industrial organization 
and management series) 


1. Employment management. 1. Title. 
HF5549.T66 658.3 47-18764 
© 24Feb47 ; author, New York; A10907. 


Library of Congress iy 8) 





AA 27663 


The employees! charity fund plan for | 
the financing of health and welfare 
agencies in industrial communities. 

see 


Holmes, Herbert Joseph, 1910- 


vf 12-11-.6 





AA 40510 
\ 
Employee's co-operation card. 
see 


Leffler, J 


& efp 1-13-47 





EMPLOYEE'S COOPERATIVE TRAINING 
ASSOCIATION. SEE 
Employee Co-operative Training 
Association, 





EMPLOYEES! get ahead savings plan. SEE 
Passaic-Clifton National Bank & Trust 
Co. KK9359. 





lLoyees handbook. SEE Feather 
William) Company. 





Employees handbook. 


see 


Leeds and Northrup company. 


af 2-304) 6 
@ fp 12-30 





Employees! Hospital, Fairfield, Ala. 
see Tennessee Coal, Iron and Railroad 
Company. Employees' Hospital, Fair- 
field, Ala. 





Employees’ Hospital Reunion Committee, 


Tribute to Lloyd Noland. Reunion volume, May sixteenth, 
nineteen hundred forty seven. Fairfield, Ala., Employees’ 
Hospital. Reunion Committee ,1947, 


x, 343 p. illus., ports. 24 cm, 


1. Medicine—Addresses, essays, lectures. ,1. Medicine—Collections, 
2. Surgery—Addresses, essays, lectures. (2. Surgery—Collections, 3. 
Noland, Lloyd, 1880— I. Tennessee Coal, Iron and Railroad Com- 
pany. Employees’ Hospital, Fairfield, Ala. 


RD41.N6 617.04 Med 47-2110 


U.S. Army Medical Library [W5T822 1947] 
for Library of Congress 


Copyright (23t 





The employee's income tax suide and work 
sheet. AA6717. see Century press, 
ine s 





THE EMPLOYEES'S income tax guide 
and work sheets AA227790~. SEE 
Century Press, ince 





EMPLOYEE*S income tax handbook, 
AA229393. SEE Commodity Research 
Publications Corporation, New York, 





Employee's income tax handbook. 
SEE Commodity Research Publications 
Corporation. 





AA 31417 


eae ee's income tax handbook, 
17 ed. 


see 


Commodity research bureau, inc. 
Industrial relations institute. 


vf 2-1)-)7 





AA 2961 
Buployee's information service. 
see 


Commodity research buresu, inc. 





Employee's information service. March, 1946, 
see 


Commodity research bureau, int. 


a | Arp 4-17-46 





AA Lo101 


Employee's insurance. 
see 


Slack, Benjamin Luther, 1873- 


vf 1-21-17 





Employees insurance programe SEE 
Kohler Company. 





Ruployees' insurance trust fund 
health plen, Bartenders' Local 
591, Waitresses' Local 512, 
Culinary and Hotel Service Em«- 
ployees' Local 75h, San Pedro, 
California, SEE California 
Physicians' Service. 





Employee's manual. 
see 


Timken roller bearing company. 


vf 23Mayl,7 





EMPLOYEES! PARTY SCHOTTISCHE; m & © 
Gertrude Margaret Gallagher 1May53 
EU314438 


Library of Congress 
Copyright Office @ 





Employees! payroll record. SEE 
Kluger, Joseph. 





Employees’ payroll record and 
Employee's withholding exemption 
certificate. SEE Kluger, Joseph. 





AA 38 


Employees personal loan company,claimant. 
Do you want a kuaglinoc? {New York, 
Printed by Hodes-Daniels co., 1915] 
sheet 28 x 22 ecm. 


Advertisement. 
© 1-9-46; 2 c 2-10-46; New York; 


AA 4.38. 


fn 2-20-16 
@ 





THE EMPLOYEES LIKE THESE NEW DURO- 
TEST cFLUORESCENTs FIXTURES. SEE 
Duro=-Test Corporation. 





EMPLOYEE'S PERSONAL RECORDS ©, 

~ De you know how much you are 
entitled to receive for unemploy= 
ment compensation, social security, 
01d age benefits? New 19:9 tax 
schedules 56 pe © 23Ave]9 3 
AA130557 4 





EMPLOYERS service record. G05932. 
SEE Williams, Harry C. 





Employee's vacation plang or, Vacation 
pian association, AA51L997« See 


Lane, Curtis. 





AA 22318 


Employee's weekly earnings record, 


see 


Richardson, John Wilson, 1888- 


afp 10-)-l 6 





map loree 's withholding exemption 
ificate, SE Kluger, Joseph, 


cer 





The employer and the Workmen's compensation 
act of Illinois 
ANGERSTEI, THOMAS ©. 


The employer and the Workmen's compen- 
sation act of Illinois; a complete explana- 
tion of compensation in Illinois with 
illustrations from all decided cases. 
[Rev. ed.] Chicago, Hawkins & Loomis 


Co. [1930] 1142p. © Thomas C, Anger- 
stein; 15May30; A64322, 


I, Angerstein, George W. 


Library of Congress & 
Copyright Office 





Employ.» and union functions included in 
memorandum of agreenent. ——— see 
Botany mills, inc. 





Employer-employee consumer relations. 
see 


Babson, Roger W 


afp 8-22-16 
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Employer-employee relations. 


McNaughton, Wayne Leslie, 1902- 


Employer-employee relations, by Wayne L. McNaughton ... 
2ded. Westwood Village, Los Angeles, Golden state publishers, 
1946. 


xiii, 351 p. 214™. 
“Bibliography index”: p. ,827)-345. 


© 3Aug6; publisher; A3727. 


1. Industrial relations—tU. 8. 1. Title. 
46-20215 


Library of Congress HD8072.M235 1946 
Se (2) 331.1973 
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Claimant National Automobile Dealers Asan., 1026 17th Sts, WN. 
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EMPLOYER=-EMPLOYEE relations service. 
SEE National Automobile Dealers 
Association. 





EMPLOYER=-EMPLOYEE relations service. 
AA206239. SEE National Automobile 
Dealers Association. 





EMPLOYER-EMPLOYEE RELATIONS SURVEYS. 
© National Confectioners' Assn., 
Chicago. 

Report([s] 
No. 1 © 16Aprl7; Aa6138h. 
No. 2 © 25Apri:7; AA61605. 
No. ? © 2May7; Aa6h222. 
No. © 6May7; aa6h192. 
No. @ 9May7; AA64107. 
No. 2lMayi7; AA64118. 


5 

6 © 

No. 8 y garkey Sh 
No, © 25Jul47; 
Ne. fo ¥ okt. 


See next card. 





No. 11 © 9Sepl7; Aaéhi06. 


Employer-employee i.e survey 
" *Gard 2 





EMPLOYERS* ASSOCIATION OF CHICAGO. 
Begin at the toe! 2) p., illus. 
© The Employers! Association of 
Chicago; 3Nov\8; AA100665. 





EMPLOYERS' ASSOCIATION OF CHICAGO. 
Be Ae Cs annual report, 1953. 

cGordon Le Hostetter, presidents 
16 p» Appl. authors; Gordon 
Leslie Hostetter and Theodore 
Irl Hunsaker. © Employers’ 
Association of Chicago; LoFebSiys 
A1 34.337 - 





EMPLOYERS! ASSOCIATION OF CHICAGO, 
Hourly and supervisory wage survey. 
Chicago and Gook County, Illinois, 
Apr. 1951e 35 1. © The Employers* 
Association of Chicago; 21Apr51; 


4A182),37. 





EN PLOYERS! ASSOCIATION OF CHICAGO, 
Hourly and supervisory wage surve: 
repart and fringe benefit re ™ 
Chicago and Cook County, Illinois, 
July 1951< 35 ps © The Enploy~ 
ers' Association of Chicago, 
Chicago; 20Aug51; AA191,60. 


ay SEP 10 1959 





EMPLOYERS! ASSOCIATION OF CHICAGO. 
Industrial relations survey. 

7th annual. cRoy Bothe, 
director, economic research. 
hO pe Appl. authors; Gordon 
Leslie Hostetter and Arthur Roy 
Bothee © Employers! Association 
of Chicago; 2Mar5i; A128),61. 





EMPLOYERS! ASSOCIATION OF CHICAGOs 

Keeper of the gatee 52 pe illuss 
cApple authors: Gordon Leslie 
Hostetter & “heodore Irl Hunsakers 
© The Employers! Association of 
Chicago; léApr52; AA210892+ 





EMPLOYERS' ASSOCIATION OF GRAND RAPIDS. 
Suggestions on interviewing. 
AA229109. SEE Employers’ Associa=- 
tion of Grand Rapids. Employment 
Dept. 





EMPLOYERS* ASSOCIATION OF GRAND 
RAPIDS. 
Woodworking joe descriptions. 

cintroduction by Clark Caskey, 
manager, Research and Employment 
Depte2 12 pe Appl. authors: 
Stanley Bruce Benford & Clark 
Charles Caskey. © Employers* 
Association of Grand Rapids; 
Lo0etSh; A1552),3. 


°"@ 





EMPLOYERS? ASSOCIATION OF GRAND RAPIDS. 

EMPLOYMENT DEPT. 

Suggestions on interviewing. Grand 
Rapids, ©1952. 101. EAppl. 
authors; George Melvin Ayars, Sr. 
and Clark Charles Caskey3 © The 
Employers’ Association of Grand 
Rapids; 150ct52; AA229109. 





EMPLOYERS* ASSOCIATION OF MILWAUKEE. 
Confidential wage survey of Mile 
waukee area. October 1952, 
earned rates. 12 p.. illus. 
© Employers! Association of Mile 

waukee; Dec52; A7602. 





EMPIOYERS* ASSOCIATION OF MILWAUKEE. 
Confidential wage survey of 
Milwaukee area. Apre 1953, 
earned rates. 12 pe illus. 
© Employers* Association of 
Wilwaukees 25May53; A93098. 





EMPLOYERS! ASSOCIATION OF MILWAUKEE. 
Confidential wage survey of 
Milwaukee areae Apre 1Jlbs 
earned ratese 12 pe gr pe 
Association of RB 
A10259.« 


ay5l3 





EMPLOYERS * ASSOCIATION OF MILWAUKER,. 
Gonfidential wage survey of Mile 
waukee area, Oct. 195), earned 
rates. 6 ps © Employers! 
Association of Milwaukee; 
22NovSh3; A1639),3. 





EMPLOYERS’ ASSOCIATION OF MILWAUKEE. 
Gonfidential wage survey of 
Milwaukee area. October 1953, 
earned rates. 12 p. © Enploy- 
ers’ Association of Milwaukee; 
1De0533 A116829. 





EMPLOYERS! ASSOCIATION OF MILWAUKEE ©. 
Supervisory rating plan; factor 
definitions and values. 1 Ve 
© 6Sep50; AA161723. 





EMPLOYERS ASSOCIATION OF NORTH 

JERSEY. 

Industrial relations practices 
and policies, 38 De Apple 
author: Harold Hawkey, © Em 
ployers Association of North 
Gersey; 15Dec533 A119S01, 





Employers' associations and collective bargaining in 
New York city. 
CARPENTER, JESSE THOMAS. 
Employers’ associations and collective 
bargaining in New York city. Ithaca, 
Cornell University Press. 419 p. 
(Industrial and labor relations series) 
© Cornell University; 15Jun50; A44760. 


I. Cornell University. 


Library of Congress 
Copyright Office 





EMPLOYERS' ASSOCIATIONS IN THE UNITED 
STATES, a study of typical associa- 
tions, by Clarence E. Bonnett. 
© 18apr22, a659661. R56139, 25Dech9, 
Clarence E. Bonnett (A) 





EMPLOYERS CASUALTY COMPANY. 

The adventures of Hap Hazard. Care 
toon drawing. (in the Co«operae 
tor, Septe 1952, pp. 4-5) Appl. 
author: Jack Hamilton. © Employ- 
ers Casualty Coe, Dallas; 8Sep52; 
B521753-6 





BMPLOYERS CASUALTY COMPANY. 
Comparison of general liability 
coverages. Prepared by oe 
Preeman, Sheet © Empl 
Salk; Al b61L. 


Casualty Coes 2 





EMPLOYERS Casualty Company. SEE 
The Adventures of Hap Hazard, 





EMPLOYERS Casualty Company. SEE 
The experiences of Hap Hazard, 





EMPLOYERS CLEARING HOUSE ©. 
Employers Cleari eat. House. _ 
93 


illus. © 193 3 4A14359h2 





EMPLOYERS CO-OPERATIVE TRAINING 
ASSOCIATION. SEE 
Employee Co-operative Training 


Association. 





EMPLOYERS EXPERIENCE RATING BUREAU, 

Inc. ©. 

Guidebook for employers on unemploy=- 
ment insurance taxation. Sacra- 
mento, Calif., cl99. 25 1. 
© 1Dech9; AA13997h. 


FEB 3. 1950 





EMPLOYERS? GROUP ASSOCIATES. 
Annual report, 1928-1953, 2Sctha 
16 pe © Employers! Group 
Associates; lyAprSl; A137078. 





EMPLOYERS* GROUP ASSOCIATES. 
2th annual report. yYear ended 
December 31, 1952. 16 p. illus. 
© Employers! Group Associates; 
2hApr533 A429. 





EMPLOYERS' GROUP INSURANCE COMPANIES. 
Payroll, occupational disease 

minimums, loss and expense con- 
stants, and policy fee pro rata 
chart. Sheet. Appl. author: 
John A. Whelan, © Employers! 
Group Insurance Companies; 
16Jun543; A1l42131. 


‘e 





EMPLOYERS? GROUP INSURANCE COMPANIES, 
Personal. insurance files Folders, 
The Employers? Group Insurance 
Companiess 5Sep50g AALG)992. 





THE BIPLOYERS* group typistat 
manuat.s AA 591. le Sree 
Employers? Liabilisty Assurance 
Compe, Ltds 





Employer's guide to unemployment compensation 


Savings. PENNSYLVANIA, STATE CHAMBER OF 

COMMERCE, 

Employer's guide to unemployment 
compensation savings. Harrisburg, Pa., 
c1953. lv. illus. Appl. authors: 
Louden Lee Campbell & Richard Vincent 
Wall. © Pennsylvania State Chamber of 


Commerce; 6Apr53; A86194. 


I, Campbell, Loudon Lee. 
Il. Wall, Richard Vincent. 


Library of Congress 
Copyright Office 





AA 3055 
\ 
Employers handbook for the public 
contact improvement bulletin Let's 
win friends. 


sée 


Micheels, William J 


@ afp 1-11-47 





AL 
24386 Employers’ liability assurance corpe, 
1td., claimant. 

Administrative manual the Bmployers? 
group. {Boston, Printed by Spaulding- 
Moss coo, 61946] 

loose-leaves in binder (97 pe) 

29 1/2 x 2k 1/2em, 

With form sheets and order blanks. 

g Appl. author: Donald Atkinson liobart 
189l< 


AA 2386, 


9-16-16; 2 ¢ 9-28-63 Boston; 


‘ afp 11-1-16 





EMPLOYERS? LIABILITY ASSURANCE 
CORPORATION, LTDe 
Analysis of employee honesty ine 
surance and analysis of burglary, 
theft and robbery insurance, 
1 ve © The Employers! Liability 
Assurance Corpse, ltdez 6Ju1h83 


AA90165. 





EMPLOYERS* LIABILITY ASSURANCE 
CORPs, LTDe Oy Bostone 
The Baployers* eneep typists? 
manvale 85 pe 
AASIN Tle 


») 285uih7 3 





EMPLOYERS Mutual Fire Insurance 
Co. A @ictionary of insurance 
terms. AA59,9). SEE Employers 
Mutual Liability Insurance Co, 
of Wisconsin. 





EMPLOYERS MUTUAL FIRE INSURANCE COM- 

PANY» 

Safety in construction manual. 
Aa213688, SEE Employers Mutual 
liability Insurance Company of 
Wisconsin. 





EMPLOYERS Mutual Fire Insurance Company. 
You can't laugh it off, safe driving 
is serious business. AA80920. SEE 
Employers Mutual Liability Insurance 
Co. of Wisconsin. 





| EMPLOYERS MUTUAL LIABILITY INSUR- 
ANCE CO. OF WISCONSIN. 
A dictionary of insurance terms, 
59 p.» © Employers Mutual 
Liability Insurance Co. of Wis- 
consin and Employers Mutual 
Fire Insurance Co., Wausau, 


or shone? on revisions; 





EMPLOYERS MUTUAL LIABILITY INSURANCE 
COMPANY OF WISCONSIN ©. 
Bee alert. Don't get hurt. [Smiling 
bee picketing with alert sign] 
Col. reproduction of drawing. (7:8) 
© 15Jan51; 2787. 


APR - 5 1951 





Employers mutual liability insurance company of Wiscon- 
sin. 


A dictionary of insurance terms; how to understand insur- 
ance and buy it intelligently. Wausau, Wis., Employers mu- 
tual liability insurance company of Wisconsin, Employers mu- 
tual fire insurance company ,1946, 


3p.1L, 59p.,31. 20™. 
© 17Junl6; publishers; A 5089. 


1. Insurance, Fire — Dictionaries. 2. Insurance, Casualty — Diction- 
aries. 1. Employers mutual life insurance company. 


46-6075 


Library of Congress HG9657.5.H5 
(4h 368.03 





EMPLOYERS MUTUAL LIABILITY INSURANCE 

COMPANY OF WISCONSIN. 

Guide for audiometric technicians. 
Accident Prevention Dept., Em= 
ployers Mutual Liability Insurance 
Co. of Wisconsin, Employers Mutual | 
Fire Insurance Co. 361. © Em 
ployers Mutual Liability Insurance 
Cos. Of Wisconsing 1Sep53 A160133. 





EMPLOYERS MUTUAL LIABILITY INSURANCE 

COMPANY OF WISCONSIN. 

Safety in construction mamal; 
first aid. “Wausau, Wis., Nursing 
Division, Safety Engineering Depte, 
Employers Mutual Liability Insure 
ance Co. of Wisconsin, ¢1952. 
h3 pe illus. © Employers Mutual 
Liability Insurance Co. of Wis- 
consin & Employers lNutual Pire - 
Insurance Cos; Miard52s3 AA213688, 





EMPLOYERS MUTUAL LIABILITY INSURANCE 
COMPANY OF WISCONSIN © 
Safety in the canning industry. Col. 
35 mm. film stripe © 1Jun)9; 
JP5630. 





EMPLOYERS MUTUAL LIABILITY INSURANCE 
COMPANY OF WISCONSIN ©. 
Unloading poles safely. 55 mm. film 
stripe © 1Sepl9; JP5892. 





EMPLOYERS KUTUAL LIABILITY INSURANCE 

COMPANY OF WISCONSIN. 

You can't laugh it off, safe driving 
is serious businese. 28 p., illus. 
© Employers Mutua} Liability In- 
surance Co. of Wis., Employers 
Mutual Pire Insurance Co., Wausau, 
Wis.; 19Mar8; aa80920. 





Employers mutual life insurance company. 


Employers mutual liability insurance company of Wiscon- 
sin. 

A dictionary of insurance terms; how to understand insur- 
ance and buy it intelligently. Wausau, Wis., Employers mu- 
tual liability insurance company of Wisconsin, Employers mu- 
tual fire insurance company ,1946, 


83p.1,59p.,31. 20%. 
© 17Junl6; publishers; A 5089. 


1. Insurance, Fire — Dictionaries. 2, Insurance, Casualty — Diction- 
aries. 1. Employers mutual life insurance company. 


46-6075 


Library of Congress HG9657.5.E5 
(4 368.03 





Employes' representation in coal mines. 
R102314. SEE 
Selekman, Ben M. 





Employes' representation in steel works. 
R102314. SEE 
Selskman, Ben M. 





EMPLOYING BLIND WORKERS IN INDUSTRY. 


See 


Problems in supervision. M 3le 





EMPLOYING DISABLED WORKERS IN INDUSTRY, 


See 


Problems in supervision. M 431. 





Employing the seriously impaired, 


MELCHER, ROBERT DUBLON. 

Employing the seriously impaired. Edited 
by Irving Bernstein, illus. by Bernard 
Seaman, Los Angeles, Institute of 
Industrial Relations, University of 
California. 33 p. © The Regents of the 
University of California; 1May51; 
A59263, 


. California. University. Regents. 


Lib if C 
pstiart Office Se she/mg OCT 15 1951 





EMPLOYMENT. See Hall, Herbert Derlinge Inside 
industry, no. 2. 





EMPLOYMENT agencies gpow up. C561. SEE 
Hart, Phyllis Fraser. ¥ 


© SED 1 1959 





Employment agency management. SEE 
Bradbury, CG. H-« 





EMPLOYMENT age aoa A61402. 


SEE Ingber, Ge 





Employment agreements for broadcast 
stations, SEE Doherty (Richard 
P.) Television»Radio Management 
Corporations 





Employment and compensation in education. 


STIGLER, GEORGE JOSEPH. 
Employment and compensation in education, 
77p. illus. ([National Bureau of Eco- 
nomic Research] Occasional paper 33) 
© National Bureau of Economic Research, 
inc., New York; 3May50; A43711, 


I. National Bureau of Economic Research, 
inc. 


r 1950 
WN - § v0 


Library of Congress Po 
Copyright Office dr /kp 
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Title... Emp loyment_anod Help Wanted. 


Claimant. Jack Lee,847 South 64th. Best. ‘Ave: ag: Tulsa, Osaka. 


| NO note. Pejs|2212253 


(suty 19562—10,000) 





AA 845 
Employment and the labor force: United States, 
1941-1945. 


see 


National industrial conference board. 


vf 2-7-46 





An employment and personal characteristic 
index derived for use in extra-institutional, 


MICHAL-SMITH, HAROLD IRVING, 

An employment and personal characteristic 
index derived for use in the extra- 
institutional training and placement of 
the mentally deficient, [Thesis—New 
York University]. Ann Arbor, University 


Microfilms, Microfilm copy of typewrit- 
tenms, Positive, ([University Micro- 
films] Publication no, 1820) © Harold 
Irving Michal-Smith; 13Nov50; A50105, 


JAN =8 1951 
Library of Congress 
Copyright Office sh/r 





Employment and social structure. 


ORZACK, LOUIS H. 
Employment and social structure; 
a study of social change in 
Indiana. University Microfilms. 
Microfilm copy of typescript. 
Positive. © Louis H. Orzack; 
3200¢t533; -Al21371. 


Prelim. card 


Library of Congress . 
Copyright Office 





Employment and wages in the United States. 
TWENTIETH CENTURY FUND. 

Employment and wages in the United 
States, by W. S. Woytinsky and 
associates [M. C. Bishop, T. C. 
Fichandler, P. Arnow, K. de 
Schweinitz, H. M. Douty, Le. Jd. 
Ducoff, W. De Evans, J. Grunfel, 
F. Huber, J. Kovner, E. R. Liver= 
nash, H. Ober, E. Pancoast, B. S. 
Sanders, I. H. Siegel, R. M. Ball, 
W. Bowden, C. Stocking] 777 P- 


Library of Congress Cont'd. on next card. 
. AQOTHB. 
bi/e 





TWENTIETH CENTURY FUND. 
Employment and wages in the United 
States. (Card 2) 


© Twentieth Century Fund, inc.; 
20Jul53; A99TH8. 


I. Woytinsky, Wladimir S. II. Bishop, 
Morris Comstock. III. Fichandler, 
Thomas Carlyle. IV. Arnow, Philip. 

V. De Schweinitz, Karl. VI. Douty, 
Harry Mortimer. VII. Ducoff, Louis 


Library of Congress - (Cont'd. next card) 





TWENTIETH CENTURY FUND. 
Employment and wages in the United 
eULaTeS.«c«..tard 3. 


Joseph. VIII. Evans, Wilmoth Duane. 
IX. Grunfel, Judith. xX. Huber, Franz. 
XI. Kovner, Joseph. XII. Livernash, 
Edward Robert. XIII. Ober, Harry. 
XIV. Pancoast, Elinor. XV. Sanders, 
Barkev Sahak. XVI. Siegel, Irving 
Herbert. XVII. Ball, Robert M. XVIII. 
Bowden, Witt. XIX. Stocking, Collis. 
Library of Congress 


AQOTHS. bj/u 





AA 29196 


Employment application (@ity delivery 
drivers) 


seé6 


White motor company. 


@ 





Employment application (long distance 
drivers) 


see 


White motor company. 


efp 1-6-7 





AA 29195 


Employment application (over- the- 
road drivers) — 


see 


White motor company. 


o) afp 1-6-7 





EMPLOYMENT APPLICATION, DRIVERS AND 
ROUTE SALE SMEN. SEF Driver Teste 
ing and Training Service. 





THE EMPLOYMENT department and employee 
relations. AA21i0323~- SEE La Salie 
Extension University, Chicagoe 





An employment directory to jo 
7738 + | New York City. 
S i; Martin W 


: 


ain employ yrnent director y to jobs in i iow 
City. [ New York, Savings bens of Nerv ¥ 


state, 01945] 


= P & f p30 5 : 
pamphlot (63 pe) illus, 
"Reprint with changes." 


© 5-26-46; Savings banks 


York; AA 7738 





AA 26867 


An employment directory to jobs in 
upstate New York. 


sec 


Schaul, Martin W. 


@ afp 17Feb\7 





Cis 48722. 
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Employment, hours, and earnings in 
prosperity and depression, United 
States, 1920-1922. R7l\850. SEE 

King, W. I. : 


py 1 & 195% 





EMPLOYMENT INFORMATION CENTER. 
The construction industry offers 

one of the most fascinating and 
lucrative lines of work in which 
aman cen engages 11 ps © Charles 
C. Kefauver, proprietor of Employ=< 
ment Information Center, Aliston, 
Massey QNovlj9; AAL36113~ 





EMPLOYMENT INFORMATION CENTER. 

The construction industry offers one 
of the most fascinating and lucra- 
tive lines of worke l11 De 
© Charles C. Kefauver, proprietor 
of Employment Information Center; 


2hApr503; AA15035\. 





EMPLOYMENT INFORMATION CENTER, 

The construction industry offers 
one of the most fascinating and 
lucrative lines of work sss 
12 ps © on revisions; Charles 
C, Kefauver, proprietor of Em- 
ployment mig hemes age Center, 
Brookline, Mass.3 26Jan513 


AA1L73525 « 





EMPLOYMENT INFORMATION CENTER... 

The construction industry offers 
one of the most fascinating and 
lucrative lines ... Brook ° 
Mass, cl1953. 10 p. © on addi- 
tions & revisions; Charles C. 
Kefauver, d.b.a. Employment In- 
formation Center; 5Jan53; A83907. 





CENTER . 


of reply to 
is received. 
l Y Charles C. 
sari lg proprietor of Employment 
Information Center, Brookline, 
Mass.; 2Feb50; AA150355. 





EMPLOYMENT INFORMATION CENTER. 

We are pleased to receive your letter 
of reply to our advertisement cee 
Chas. E. Kefauver, personnel direc- 
tor. Brookline, Mass, c1953. 
Shest. illus. © on revisions; 
Charles C. Kefauver, d.b.a. Employ- 
ment Information Center; 2Jan533 
A83906. 





THE EMPLOYMENT INTERVIEW (Filmstrip) 
MeGraw-Hill Book Coe 21 fr., baw, 355 mm. 
(Personnel management series) Based on 
the motion picture of the same title. 
Gorrélated with the book Personnel manage- 
ment, by Walter Dill Seott, Robert ¢. 
Clothier, and “illiam R. Spriegel. 

Appl. title: The interview. 
& MeGraw-Hill. Book Goe, inces 19066553 
| §P2576< 





Pa th 


THE EMPLOYMENT INTERVIEW. 4 MeGraw-Hill Book 
Coe. 11 min., sd., b&w, mame (Personnel 
management series) Correlated with the 
book Personnel management, by Walter Dill 
Scott, Robert C. Clothier, and William R. 
Spriegel. 

Apple title: The interview. 
© MeGraw-Hill Book Co., ines; 1900653; 
MPLLOB8. 





The employment interview in industry. 


KEPHART, NEWELL CARLYLE, 
The employment interview in industry. 
lst ed. New York, 1952. 277 p. illus. 
© McGraw-Hill Book Co., inc.; 11Nov52; 
A72514, 


I, McGraw-Hill Book Company, inc. 


Library of Congress 
Copyright Office 





THE EMPLOYMENT INTERVIEW OF CHARLES G. KANE 
(Pilmstrip) Armstrong Cork COs, 1952. 
53 fre, dew, 35 mm. 
Summarys A personnel officer interviews 
@ prospective employee of the Armstrong 
Cork Company. 
© armstrong Cork Co.s3 6Nov523 J3P1818. 





Employment opportunities in 
Latin Americas. STE Sguegu, 
Alberto As« 





AK 
52976 
Employment policies. 


Braun, (C. F..) & co., claimant. 


& MSH 3-15-16 





EMPLOYMENT practices AA223916. SEE 
Armstrong Cork Companys 





EMPLOYMENT PRACTICE. A75629. SEE 
Armstrong Cork Company. 





AA 21330 
. Employment practices. 
see 


Kimball, D 


vf 9-23-.6 





Employment practices. SEE 
International Correspondence 
Schools, Scranton. 





Employment psychology. 


BELLOWS, ROGER MARION, 

Employment psychology: the inter- 
view, by Roger M. Bellows with the 
assistance of M. Frances Estep. 
Rinehart. 295 p. © Roger M. 
Bellows; 4Mar54; A137725. 


I. Estep, M. Frances, 


Library of Congress oo 


Copyright Office 
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AA 17872 
Employment, rehabilitation, and veteran 
Burnham, Paul Sylvester, 1902— adjustment, 
Employment, rehabilitation, and veteran adjustment; a 
bibliography, 1940-1945, compiled by Paul S. Burnham ... 
Chicago, Public administration service, 1946. 


2p. 1, 27 p. 263™. (,Public administration service; Publication 


no, 97 
© 8-29-h6 ; 2 e 9-9-6; Public admin- 
istration service, Chieago; AA 17872. 


1. Employment management—Bibl. 2. Veterans—Bibl. 8. Disabled— 
Rehabilitation, etc.—Bibl. 1. Title. 


Z7164.C81B92 6 016.331112 46-8100 


Library of Congress 15; 
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Employment reporting. 


sec 


Retail credit co., inc. 


S&S dac 11-13-46 





EMPLOYMENT SBCURITY LAW OF NORTH 
CAROLINA. A96053. SEE 
North Carolina. Laws, statutes, 
etc. 





Employment sécurity laws of North Carolina. 


North Carolina. Laws, statutes, etc. 

Employment security law of North Carolina, including 
amendments adopted by the 1947 General Assembly, reprinted 
from General statutes of North Carolina. Raleigh, Employ- 
ment Security Commission of North Carolina ,1947, 


37 p. 26 cm. 


1. Insurance, Unemployment—North Carolina. 1. North Carolina. 
Employment Security Commission. 1. Title. 


HD7096.U6N83 1947 331.25444 47-32024 rev* 
© revisions; 29May47; Michie Co., Charlottesville, Va.; 
AA54681. 


Library of Congress @ (ra7e2) 





Employment security law of North Carolina. 


NORTH CAROLINA. LAWS, STATUTES, 

ETC. 

Employment security law of North Carolina, 
including amendments adopted by the 1951 
General Assembly. Reprinted from Gen- 
eral statutes of North Carolina. Employ- 
ment Security Commission of North Caro- 

‘lina, Raleigh, N.C. 62p. © The Michie 
Co,, Charlottesville, Va.; 31May51; 
A56136. 


I, North Carolina, Employment Security Com- 
mission. II. Michie Co, JUL 1 8 195) 


Library of Congress & 
Copyright Office ma / r 





EMPLOYMENT SERIES. A8&5886-85888. 
SEE Prudential Insurance Company 
of America, Newark, N. J. 





Employment stabilization ... 
NATIONAL ASSOCIATION OF MANUFAC- 

TURERS OF THE UNITED STATES OF 

AMERICA. 

Employment stabilization; industry's 
progress toward steady work and 
steady pay. Prepared by T. A. 
Langley. p. illus. @© The 
National Association of Manufac- 
turers of the United States of 
America, New York; 18Febl8; A21332, 


ie heangeioy., Ta A. 


Librery of Congress = mbd / Pp 


Copyright Office 





Employment stabilization, SE 
Bureau of National Affairs, 
Washington, Ds Cs 





Employment statistics for the United States 
and Canada. 28122787. SEE 
American Statistical Association, 
Committee on Governmental Labor 
Statistics. 





Employment unlimited. 


Laycock, John Noble, 1892- 
Employment unlimited, by John Noble Laycock. Derry, 
N. H., Cole-Noble co. ,°1945; 


3p.1,185 p. diagrs. 224™. 


Reproduced from type-written copy. 
“Second edition.” 


© 11-29-] > 1-17-46; J. N. Laycock, 
Derry, N. s 

1. Economic policy. 1. Title. 
46-849 


Library of Congress % HD82.L32 1945 
4h 338.91 





Emporda. 


MORERA VIURE, ENRIQUE, 4.1942, 
L'emporda; letra de Juan Maragall, mtisica 
de E. Morera, [Score: chorus (TTBarB) 
and piano reduction] Pts, 7.75 © Unién 
Musical Espafiola, Madrid; 15Nov52; 
EF0-17785. 


I, Title. [II], Maragall Gorina, Juan, 4.1911. 


art. 


Library of Congress S 
Copyright Office 





Emporia, Kansas telephone directory. 


seo 


Seuthwestern Bell telephone co, Kansas 





EMPORIA, VA., ALBERTA, JARRATT AND 
OTHERS TELEPHONE DIRECTORY. A91932. 
SEE Home Telephone and Telegraph 
Company of Virginia. 





EMPORIA, Va., Jarratt, Lawrenceville, 
Stony Creek telephone directory. 
AA206607. SEE Home Telephone and 
Telegraph Company of Virginia. 





EMPORIA, INCLUDING NORTH EMPORIA, 
JARRATT AND WHITE CITY, SUSSEX 
AND GREENSVILLE COUNTIES, VA, 
Sanborn Map Company. 





SEMPORTUM « 
| - How to avoid wasteful markdownss 
68 le illuse cApple authors: 
Edward C+ Lipman & Reginald He 
’ Biggsa © on revisions; The 
Emporium; 15May523 AA216531e 





EMPORIUM, Jacksonts fashion center. 
KK20866. SEE Mendle Box Wrap and 
Label Corp. 





Emportez mon amour. 


STERN, EMIL, 1913- 

Emportez mon amour; boléro-afro, paroles 
de Henri Contet, musique de Emil Stern 
[arr. de Charles Constant, pseud.] [Piano- 
conductor score (orchestra) and parts] 
© Editions Salabert, Paris; 30Dec53; 


EFO-26019. 
I, Title. [11. Contet, Henri Alexandre, 
1904- Ill, Minescaut, Constantin, 
1913- ] 


Library of Congress & 





Emportez mon amour. 


M1731 STERN, EMIL, 1913- 
2 Emportez mon amour; paroles de Henri 
a) Contet, musique de Emil Stern, 
© Editions Salabert, Paris; 1Jun53; 
EF0-21259. 


I, Title, [II. Contet, Henri Alexandre, 
1904- ] 


Library of Congress a“ 





Empreintes dans le sel. 


CLOT, RENE JEAN, 
Empreintes dans le sel, roman, 412 p, 
© Librairie Gallimard, Paris; 5Sep50; 
AF0-2973, 


I, Librairie Gallimard, 


hmp/r 


JAN Oo, 1Am4 
Library of Congress & 
Copyright Office 





AF716 Ltempreinte fourchue. 


Priollet, Marcel, 188- 

eee L'empreinte fourchue. Paris, Je 
Tallandier [195] 

63 p. 17°. (His Old jeep et 
Marcassin; aventures policiéres, 5) 


© 60cth5; le 1Marl6s Société at éditi- 
ons et publications, Paris; AF716. 


I, Title. 


cg 25Aprl6 





THE EMPRESS. SEE Carrington, HZlaine 
Sterne. 





(He EMPRESS, 2697s SEE Goes Lithoe 
graphing Company. 


& JAN 3 0 1951 





EMPRESS Irene. DU26957. SEE Zilahy, 


Lajos. 





fhe empress might-have-been. (R) SEE 
Aubry, Octave. 





Empress Music, inc. 


BABY DOLL; w Harold Webman m Bessie 
Smith © on new w & changed m 
Empress Music, inc. 9Sep53 EU330344 
Appl. states prev. reg. 9Apr27 
E661579 


Library of Congress & 





Empress Music Publishers, 

M1356 FRYDAN, CAMILLA, 1890- 

my (Ladies Know How) Muchachita ... 
English lyric by Albert Gamse, 
Spanish lyric by Clotilde Arias, 
music by Camilla Frydan. From 
the musical revue "Ladies Know 
How." © Ey ss Music Publish- 
ers, New York; 9Julh7; EP16977. 
Piano-conductor score (orchestra, 
with words) and parts. 


I. Gamse, Albert, lyricist. II. Afias, 
Clotilde, lyricist. III. Titles 2%, 


Title: Ladies ow How, 
Library of Congress 
Copyright Office 





mpress Music Publishers, 
M1508 FRYDAN, CAMILLA, 1890- 


(Ladies Know How) Muchachita, 
from the musical revue Ladies 
Know How .e. lyrics by Albert ° 
Gamse, music by Camilla Frydan. 
{Spanish lyric by Clotilde 
Arias] © 


rR 


Empress Music 
s, New York; 9Julh7; 
ee 


I. Gamse, Albert, lyricist. II, 
Clotilde, lyricist. 


Arias. 
TIL. Thee, 
Ladics Know How, 


Library of Congress eS xl 5 08.8 
Copyright Office 


BV. Title: 





Empress of Byzantium. 


MAHLER, HELEN A, 

Empress of Byzantium, [Translated 
from the German original by the 
author with the assistance of Leona 
Nevler] New York, Coward-McCann 
[1952] 376 p. © Helen A, Mahler; 
10Sep52; A70672. 


Library of Congress 
Copyright Office 





- KK 6348 
Empress of Cuba; clear Hevana. 
see 


Thompson & coO., inc. 


zer 10-25-16 





The empress of the twentieth century. See 


Middlebrook, Douglas Percival. D unp. 7699. 





EMPRESS Orchid - sparkling rinse. SEE 
Orchid Laboratories, ince. KK45863. 


S FEB 23 1950 





THE EMPRESS' secret. DU1278,. SEE 
flarrison, Lydia Elizabeth (McCalla). 





THE EMPRESS, THE INCREDIBLE CONCUBINE. 
SEE Taylor, Henry Junior. 





EMPRINGHAM, JAMES. 

Intestinal gardening for the prolon- 
gation of youth. With a foreword 
by Harvey W. mack, AST 24a nie rev. 
and enl. © 2Mar2 
R1200)0, 2Nov53, means ie 
& COs, inc. ( PWH) 


Cl. BENDER (MATTHEW) AND COMPANY, INC, 





Empsey kommt nicht. SEE Wies- 
pointner, Curt. 





Empson, Charles R. 

I'M UNCERTAIN OF A CERTAIN PERSON 
© w Charles R. Empson m Ben 
Patton 28Jun48 EU137429 


Library of Congress ie 


Copyright Office 





Empson, Charles R. 


YES I DO, YES I DO, YES I DO; w 
Charles R. Empson m Ken Watkins © 
Charles R. Empson & Ken Watkins 
2Sep52 EU286322 


Library of Congress ey 
Copyright Office 





Empson, John R. 


Grandpa again; w J. x. Empson, m B. 
Pellish, © John & Empson, Rich- 
ville, N. ¥. & Bert Pellish, 
Hollywood, Calif.; 20Feb47; £U63750. 





EMPSON, WILLIAM. 
Collected poems. [1st American ed. ] 
New York, Harcourt, Brace. 113 Z 
05. 


© William Empson; 24Mar49; A31 


Library of Congress 
Copyright Office 





EMPTIED OF, SELF; by H. ‘Lillenas, 
(In New songs cf praise and power, 
nos 1) © l2iar19; a512861. 
15303; 2iMarl7; Halddr Lillenas 
A)} Kanbas City, Mos 





EMPTINESS arr Bill Wiley & Bill Morris 
© w&m Martin Stein 8Sep48 Eu144216 


Library of Congress & 
Copyright Oifce 





EMPTINESS; w, m & © Ruth M, Johnson 
23Feb54 EUZ48476 


Library 6f Congress ¢ 


Copyright Office 





EMPTINESS, EMPTINESS arr Howard Hatch 
© m Francis Xavier Talbot Aug49 


EU175194 





EMPTINESS, EMPTINESS; arr Howard Hatch 
w, m & © on w Francis Xavier Talbot 
23Jan50 EU191916 





EMPTY; w, m & © Norman J, Simon 90ct53 
EU333904 


Library of Congress . © 





EMPTY ARMS by Bob Bryan, Alan Webster 
(Lew Douglas) & Mel Stark (Cliff 
Parman) © Midway Music Co. Notice 
QApr53 v21 p807 


Library of Congress 


Copyright Office ‘ 





- EMPTY ARMS m Robert Louis Carleton 
© w Karry I. Foster 14Ju149 
EU172932 





Library of Congress 


EMPTY ARMS © Cosmic Melodies, w Marga- 
ret M. Scott m Fred Swarts, sole 
owners lAug49 EU176525 





EMPTY ARMS © w & m Albert Brown 
Furlow lilar48 £U119655 


Library of Congress =) 


Copyright Office 





EMPTY ARMS © w % m James Rurton Ham 
12Jan49 EU155673 


Library of Congress & 
Copyright Office 





EMPTY ARMS; w Carl Andolin & Joseph 
Marrone m Samuel Bello © Carl Ando- 
lin & Samuel Bello 12Mar51 EU231980 


APR 13 1951 


Library of Congress 
Copyright Office 





EMPTY ARMS © w & m Lewis Alston 
27Febkh8 EU11866), 


Library of Congress 
Copyright Office 





EMPTY ARMS; w, m & © Kenneth Bowlby 
14Ju153 EU323439 


Library of Congress 
Copyright Office 





EMPTY ARMS; w, m & © Winifred Mary 
Credit 19Jun53 EU320628 


Library of Congress 
Copyright Office 





EMPTY ARMS; w & m A. A. Durant, Cliff 
Parman & Lew Douglas © Midway Music 
Co. 1l4Jan53 EU300204 


Library of Congress 
Copyright Office 





EMPTY ARMS; w, m & © James Leon Frost 
10Dec51 EU258494 


Library of Congress e 
Copyright Office 





EMPTY ARMS; w Maria Gustafson m 
Leuis Tobin © Maria Gustafson 
23Jul53 EU322350 


Library of Congress & 
Copyright Office 





EMPTY ARMS; w & m Blanche Israel 
Kyser Oglesby mC. S. Buck © 
Blanche Israel Kyser Oglesby 
3Mar53 EUS07507 


Library of Congress 
Copyright Office 





EMPTY ARMS; w Julie Berns m Joseph 
Rumshinsky © Julie Berns & Joseph 
Rumshinsky 29Mar54 EU352529 


Library of Congress @ 


Copyright Office 





EMPTY ARMS; w, m & © Myrtle Lee Gidden 
8Feb54 EU346685 


Library of Congress @ 
Copyright Office 





EMPTY ARMS; w&mJ.C. Johnson. © 
24Feb27; E658537. J.C. Johnson (A); 
24Feb54; R126275. 


Library of Congress e 


Copyright Office 





EMPTY ARMS © w & m Pauline Liebhart 
17May48 EU130557 


Library of Congress eS 


Copyright Office 





EMPTY ARMS © w & m Joe Cleveland 
18Nov49 ED185507 


Library of Congress 


Copyright Office 





EMPTY ARMS w & m Leon Payne © Acuff- 
Rose Publications 25Nov49 EU186083 


Library of Congress 
Copyright Office 





EMPTY ARMS; w & m Bob Nolan © Bob Nolan 
Music, inc. 26Apr54 EU355871 


Library of Congress @ 


Copyright Office 





EMPTY ARMS; w Joseph Randolph m Larry 
Allen © Joseph Randolph & Crown Music 
Co. 22Ju154 EU365132 


Library of Congress i 
Copyright Office 





EMPTY ARMS; w Betty Shaw m James 
Charles McNeil © Betty Shaw isd 
EU281494 


Library of Congress 
Copyright Office 





EMPTY ARMS; w, m & © Ted Niemann 
7Oct53 EU3335555 


Library of Congress ¢ 





EMPTY ARMS; w, m & © Irvine Thomas 
Macgregor 120ct53 EU334595 


Library of Congress & 





EMPTY ARMS; w E. Malle & Tommy Malie, 
m Dick Finch, arr. Billy Baker. © 
16Sep21, E519186. R38140, 16Sep48, 
Edward Malle (A) 


Library of Congress © 


Copyright Office 





Empty arms; w &m hE. M. Slay. © Edith 
May Slay, Jefferson, Ohio; 10Marl7; 
EU66267. 





Empty arms. 


EMPTY ARMS HAVE I TONIGHT. Empty arms 
© w Iva Sue Lovelady m Baby Stewart 
170ct49 EU182000 


Library of Congress . 
Copyright Oitice 





EMPTY ARMS © w & m Jay A. Herman & 
Edna Gertrude Herman 1Feb49 
EU158508 


Library of Congress 
Copyright Office 





EMPTY ARMS w John J. Hennessy ©m 
Thomas James Anderson lAprl8 
EU127545 


Library of Congress i 


Copyright Oifice 





Empty arms. 


M1630 UHLAND, CHARLES V 

02 Empty arms, words and music by 

.U Charles V. Uhland. © Sunshine 
Music Co., Hollywood, Calif.; 
21May48; EP27875. 





1.650 Empty Arms, 

4 ARTHUR, WILLIA. 

eA Empty arms; words by Helen Cook, 
music by ‘/illiam Arthur. 
Nordyke Publishing Co., Los 
Angeles; 5larl7; EP13232. 


I. Cook; Helenj lyridist: II. 


me 4 
TLtLes 


Ifusic Cat. 





Empty Arms, 
M1630 ARTHUR, WILLIAM. 


2 Empty Arms; words by Irma V. Dee, 

eA music by William Arthur. -* 
© Nordyke Publishing Co., Los 
Angeles; 25Jun7; EP17630. 


I. Dee, Irma V., lyricist. II. Title. 


Library of Congress }S M i 
Copyright Office usic Sat. 





Empty arms. 


M1630 NOLAN, BOB. 
Empty arms; words and music by Bob 
Nolan. 50¢ © Bob Nolan Music, inc., 
New York; 14Jun54; EP81374. 


Title. 


Library of Congress * 





Empty arms. ~ 
Harader, Charles R. 





.- 
Bapty armss bP 
Johnson, Roy Robert, 





hoe” 
Empty arms.” 
Lawson, Vera Parker. 





Empty arms and a broken heart, 


WARREN, HENRY. 

Empty arms and a broken heart; words 
and music by my Sapp & “Henry War 
ren. (In his Songs from Koritebeee: 
p.36-37) © ill and Range Songs, 
-inc., Hollywood, Calif.; 30Jany8; 
EP222)2, 


i. Sapp, Paul, joint composers 
Title. 


Library of Congress S 
Copyright Office 





EMPTY ARMS AND A HEART FULL OF 
REGRET; w, m & © Lloyd Elbert 
Robinson 1Ju153 EU322130 


Library of Congress 
Copyright Office 6 





Empty arms and a heart full of sorrow. 


M1630 HALL, J GRAYDON, 1899- 

22 Empty arms and a heart full of 

-H sorrow; words and music by Wally 
Fowler [and] J. Graydon Hall. 
© Wallace Fowler Publications, 
Nashville; 15Dech7; EP21513. 
Melody and chord symbols, with 
words, 


Library of Congress Se 


Copyright Office 





EMPTY ARMS AND BROKEN HEART w & m 
Henry Warren & Paul Sapp © Hill 
and Range Songs, ince 18Novl7 
EU10),035 





EMPTY ARMS AND BROKEN HEART; m Robert 
Louis Carleton w & © Roy J. Prejean 
30ct50 EV217241 





Empty arms and heart tonight; w & 
mA. E. Fletcher. © Albert 
Edward Fletcher, Colorado City, 
Tex.e; 23Junh7; EU81522. 





EMPTY ARMS, EMPTY HEART, EMPTY DREAMS; 
w Harry & Mildred Bell m Oliver M. 
Ashley © Premium Music Corp. 25Feb52 
Ev265711 


MAR 2 g 1952 


COPY 
Library of Congress i 
Copyright Office 





EMPTY ARMS, FORGOTTEN LIPS; w Mrs. 
Earl Hackenbracht m Larry Allen 
© Mrs, Earl Hackenbracht & Crown 
Music Co, 280ct54 EU375408 


Library of Congress a) 
Copyright Office 





EMPTY ARMS HAVE I TONIGHT. Empty arms 
© w Iva Sue Lovelady m Baby Stewart 
170ct49 EU182000 


Library of Congress * 
Copyright Office 





EMPTY ARMS IN THE NIGHT Owa&m 
Inez Fay Taylor 21Nov47 =u10)282 





EMPTY ARMS, LONELY HEART; w, m & © Omer 
Richard Rohmann 12Apr50 EU201251 


Library of Co: & 1 
Copyright Office MAY 1 2 1950 





EMPTY ARMS, LONELY HEART; w, & © 
Sim Joseph Santilli 23Jul52 "BU282237 


Library of Congress 
Copyright Office 





EMPTY ARMS MAKE AN EMPTY HEART m 
Ronald Buck © w L. Grace Tynes 
22Sep48 EU143988 


Library of Congress S 
Copyright Office 





AN EMPTY BALLROOM; by Larry Clinton © 
Essex Music, inc. Notice 29Mar54 
v23 p787 


Library of Congress 


Copyright Office “ 





EMPTY BALLROOM; w Jack Elliott m 
Harold Spina © Edwin H. Morris & Co., 
ine, 20Aug53 EU328053 


Library of Congress & 





Empty ballroom. 


M1630 CLINTON, LARRY, 1910- 

2 An empty ballroom; words and music by 

.C Larry Clinton, © Essex Music inc., 
New York; 25Mar54; EP79204, 


rr Title, 


Library of Congress % 





THE EMPTY BARREL POLKA; w 


m & © Guy 
Henry Hall 20ct52 £U289807 


Library of Congress & 


Copyright Office 





EMPTY BASSINET m Robert Louis Carleton 
© w Ella Crandall 6Dec4#8 EU150500 





Empty Bed Blues, 
M1630 JOHNSON, J C 1896- 


sc Empty Bed Blues; words and music 
od by J. C. Johnson. New York,: 
Record Music Publishing Co. 
© J. C. Johnson, New York; 
170cth7; #P17687. 


I. Title. 


Music Cat. 


Library of Congress é 


Copytiaht Office 





THE EMPTY BEDROOM; by Willie William- 
son © Globe Music Corp. no.379101. 
Notice 22Dec54 v25 p277 


Library of Congress 


Copyright Office Se 





THE EMPTY BEDROOM; w & m Diamond 
Record Co., inc., employer for hire 
of Willie Williamson © Diamond 
Record Co., inc. 3Dec54 EU379101 


Library of Congress =e 
Copyright Office 





THE EMPTY BEER BOTTLE. Empty beer 
bottles; w & m Bernie Baum, Lou 
Shelly & Marty Reide © Frank Hennigs 
Music Pub. Co. 19Feb52 EU265148 


\ 4992 


Library of Congress © 
Copyright Office 





Empty beer bottles. 

THE EMPTY BEER BOTTLE. Empty beer 
bottles; w & m Bernie Baum, Lou 
Shelly & Marty Reide © Frank Hennigs 
Music Pub. Co. 19Feb52 EU265148 


ae 4052 


Library of Congress ay 
Copyright. Office 





EMPTY BENCH IN LOVERS' LANE; w, m & 
© Vincent James Musto 14Jun50 
EU206895 


Library of Congress Se 
Copyright Office 





THE EMPTY BENCH IN THE PARK; w George 
W. Brown m Faith V. Howe © George 
W. Brown 12May53 EU317172 


Library of Congress 
Copyright Office 





EMPTY BLUES; w & m Dorthula Demetra 
Hamlette arr Harry Russell Rush 
© Dorthula Demetra Hamlette 14Apr52 
EU271507 


Libiary of Congress eS 
Copyright Office 





EMPTY BOTTLE, EMPTY SOUL w & m Frances 
Kane & Redd Harper © Fairway Music 
Corp. 2Mar8 £U12278) 


Library of Congress @ 
Copyright Office 





EMPTY BOTTLES © w & m James McGrann, 
Jr. 9Mar49 EU162413 





EMPTY BOTTLES © w & m William 
Theodore Mason 3Mar8 EU121hh9 


Library of Congress a 


Copyright Office 





\ 


EMPTY BOTTLES; w & m Joe Thomas © 
Ludlow Music, inc. 6Nov53 EU337120 


Library of Congress 
Copyright Office 





EMPTY BOTTLES BLUES; w, m & © Clara 
Edwards 24Jul52 EU282298 


Library of Congress 
Copyright Office 





The be] 
The empty bowl? 


Jenkins, Burris, 





EMPTY CABIN © w & m Loretta V. Perez 
8Sep49 EU178139 


Library of Congress 
Copyright Office 





EMPTY CAN ELIMINATOR. SEE Ceésco. 
Cesco permanent empty can elimi- 
nator eee 





EMPTY CASTLE; w, m & © Ted Burgeman 
12Jun51 EU241061 


Library of Congress ey : 
Copyright Office @ JUL 13 1969 





THE EMPTY CHAIR; w:J. F. Wright, m 
Alice Powers Sessions. (In For your 
tunejoyment. Fairmont, W. Va., 
Family Worship Hour. p.90) Appl. 
states prev. reg. 26Nov44, EU401703. 
© J. F. Wright & Alice Powers Ses- 
sions; lAug46; EP184634. 


1. Wright, J, F. 
2. Sessions, Alice Powers. 
3. T: For your tunejoyment. kb / 


& 1964 reg. 





AN EMPTY CHAIR: by Ralph Care & Sol 
Marcus © Wemar Music Corp. EP62147. 
Notice 26Mar54 v23 p773 


Library of Congress 


Copyright Office a 





_EMPTY. CHAIR; by Dick Manning & Robert 
Colby © Remick Music Corp. Notice 
2Aug54 v24 p490 


Library of Congress 


Copyright Office & 





EMPTY CHAIR; w, m & © Evelyn Sherman & 
Samuel R. Browne 29Jun50 EU208276 


Library of Congress e 


Copyright Office 





THE EMPTY CHAIR m Robert Louis Carle- 
ton © w Nora Ann Richardson 
15Marh8 BU121265 


Library of Congress @ 


Copyright CfEce 





EMPTY CHAIR; w & m Robert Colby & Dick 
Manning © Remick Music Corp. 29Jun54 
EU362905 


Library of Congress & 


Copyright Office 





Empty chair. 


M1630 MARCUS, SOL, 1912- 

22 An empty chair; by Ralph Care [and] Sol 

-M Marcus, [Melody and chord symbols, 
with words] © Wemar Music Corp., New 
York; 5May52; EP62147. 


I, Care, Reuben Ralph, 1918- Il, Title. 


Library of Congress 
Copyright Office 





Empty chair. ~ 


M1630 MANNING, DICK, .1912- 
2 Empty chair; words and music by Robert 


-_M Colby and Dick Manning. Appl. author: 
Remick Music Corp., employer for hire. 
Appl. states prev. reg. 29Jun54, EU362905, 
NM: words & music for verse; arrange- 


ment. © Remick Music Corp., New York; 
29Jul54; EP82379. 


I. Colby, Robert, 1922- Il. Title. 


Library of Congress 6 





THE EMPTY CHAIRs SEE Fine, Mortons 





f 


SF 


The empty chair. 2 
Santiago, Balbino Rivera. 





An empty chair and memories, 
M1739 DENBY, JACK. 
“2 An emp ty Chair and memories; words 
aD and music by Muriel Watson & Jack 
Denby. © Southern Music Publish- 
ing Co., ltd., London; 16Dech1; 
EF5623. 


I. Watson’, Muriel, joint composer. 
II. Title. 


Music cat. 





Empty chair by the fireside; wM. 
Geddings, m Robert L. Carlicton, 
© Maebelle Geddings, Georgetown, 


S. Ceo; 26fayh7; EU77LE2. 





ny oO 


An empty chair by the fireside. 
Richard, Leo. 
—_ 





AN EMPTY CHAIR FOR COMPANY; w, m 
& © James Gordon Tintle 26Jun53 
EU321683 


Library of Congress 
Copyright Office 





AN EMPTY CHAIR IS NO GOOD THING m 
Edgar Moran © w Fred S. Ebertz 
30Mar49 EU162592 


Library of Congress + 


Copyright Office 





EMPTY CHEST m Milton Rosen © 
Universal Music Corp. 12Dech7 


EU109593 


Library of Congress a 
Copyright Office 





THE EMPTY coffin. DU19683. SEE 
Challenge of the Yukon (“adio program) 
Wo. 61. 





THE EMPTY cradle.  DU19299. SEE 
Evensen, Isobel. 





An empty creel? AA48772- see Oates, Earl Ways 





py 


Empty dawn. 


Carleton, Bebs 





EMPTY DAY; w Jack Reeves m Louis Tobin 
© Jack Reeves 19Ju154 EU364695 


Library of Congress a 
Copyright Office 





Empty days; w &mB. Lang. © Bennie Lang, 
New York; 16Mar47; EU67548, 





AN EMPTY DREAM; w Blanche Cooley 
Carter m Herman Scott & Joseph S. 
Clark © Blanche Cooley Carter, 
Herman Scott & Joseph S. Clark 
2Nov51 EU254958 


Library of Congress S$ 
Copyright Office 





AN EMPTY DREAM; w, m & © Clarence 
Ernest Jacobs 9Jun50 EU206354 


“ JUN 2 9 1950 





EMPTY DREAMS © w & m Rosita Viola 
Ferber 17Novl7 £U103709 


Library of Congress wi 


Copyright Office 





EMPTY DREAMS © w & m Bette Hansen 
Lavette 2hJulk7 £U86183 





EMPTY DREAMS; w, m & © Casper Louis 
Boragine 11lAug53 EU326959 


Library of Congress 





EMPTY DREAMS m Louis Tobin © w 
Everett W. Hathaway 19Dec49 EU188238 





EMPTY DREAMS arr Haydn Broughton, 
©w &m Robert L. Curtis & 
Gerald Frank Cannan 22Seph7 
EU94650 


Library of Congress & 


Copyright Office 





EMPTY DREAMS; m & © Thomas Kendall 
McKenzie Jr. 6Jul154 EuU363489 


Library of Congress “” 


Copyright Office 





EMPTY DREAMS m Alphonse August Cecke 
valg, ©w Grover John Hoeffer 
haugh? £U87621 





Empty dreams. 


M1630 ° CECHVALA, AL. 

2 Empty dreams words by Grover J. 

oC Hoeffer, music by Al Cechvala. 
© Norayke ae Co., Holly- 


wood, Calif.; \May8; EP2730). 





Empty dreams. 

M1630 PAYNE, LEON. 

2 Empty dreams; by Leon Payne, [For 

P voice and piano] © Acuff-Rose Publica- 
tions, Nashville; 4Apr51; EP53718. 


I. Title, 


MAY 18 1954 


Library of Congress 
Copyright Office 





Db nee 
Empty dreams. 
Barefield, Agnes Le 








K 762 


Empty dreams. (C-675.) 


Teich(Curt) & company, inc. 





EMPTY DREAMS, EMPTY HEART ©w & m 
Carey Eatman 21Nov49 EU185650 


Library of Congress S 


Copyright Office 





EMPTY DREAMS, EMPTY HEART; w, m & © on 
arr Carey Eatman 13Jan50 EU196453 


MAR 2 7 1950 
Libtary of Congtesd 
Copyright Office 





THE EMPTY ENVELOPE © w & m Joyice 
Pauline Gould Allen 1Dec49 EU186667 


Library of Congress 
Copyright Office @ 





EMPTY FEELING © w & m Matthew Philip 
Read 29Marl8 £U122898 


Library of Congress e 
Copyright Office 





THE EMPTY FRAME$ w & m Geraldine A. 
Witt arr Herman Hugh Odom © Geral- 
dine A. Witt & Herman Hugh Odom 
25May53 EU317692 


Library of Congress eS 
Copyright Office 





THE EMPTY frame. D unp. 11563. See 
Scopozzi, Elizabeth. 





Empty future. 


M1630 SULLIVAN, EUGENE T 

«2 An empty future; words and music by 

5 Wiley Walker [and] Gene Sullivan. 
© Peer International Corp., New York; 
16O0ct47; EP69006, 


I, Walker, Wiley. II. Title. 


Library of Congress ¢ 
Copyright Office 





_ 


William Daniel Eugene. 





An emoty ‘futures 
Malker, Wiley. 





AN EMPTY GLASS © w & m Ethel Maud 
Rose Kipp Loomis Boyce 8Dec47 
EU121559 


Revised 
14Feb50 





bee 
ty glass. 
ae > Ben Douglass 





EMPTY GLASSES; w Frankie Sabas m 
Estelle Kirby © Frankie Sabas & 
Estelle Kirby 1Sep54 EU369889 


Library of Congress Lo) 


Copyright Office 





EMPTY HANDS, a photopley in seven reels by 
a “* ers-Lasky Corp. © 26Aug2h, 
522. ROOST» 5Nov51, Paramount Pictures 
Sone. ( PWH) 





EMPTY HANDS; w Mrs. Dane Abbott m 
Francis Taylor Green © Mrs. Dane 
Abbott & Francis Taylor Green 
203u153 EU324086 


Library of Congress é 
Copyright Office 





Empty hands. 


MCCLORY, SLIM, 1935- 

Empty hands; by Slim McClory. (In his 
Bag of tricks & songs. p.14-15) [For 
voice and piano] © Empire Music Pub- 
lishers; 23Mar53; EF0-20117. 


I. Title. 


Library of Congress & 
Copyright Office 





Ei PTY hands. DU15917. SE Harris, 
George Edward. 





Empty hands. R82307. SEE 
Stringer, Arthur John Arbuthnott. 





EMPTY HANDS. R82308-823510. SEE 
Stringer, Arthur John Arbuthnott. 


SEP -~ 4 1951 





EMPTY HANDS. R93573-83575. SEE 


Stringer, Arthur John Arbuthnott. 





Empty hands, empty heart, empty pockets. 


M1630 THOMAS, JAY. 
2 Empty hands, empty heart, empty pockets; 
me lyric by Don Craig, music by Jay Thomas. 
© American Academy of Music, inc., 
New York; 19Dec51; EP60056, 


I, Title, [IIl. Craig, Don] 


Library of Congress & 
Copyright Office 





EMPTY HEART m Haydn Broughton, © 
w Joe Zangwill 23Sepl7 EU97952 


Litrary of Congress Ss 


Copyright Cfice 





EMPTY HEART © w Josie Butera m 
Clive Harmon 2Jan8 E£v111910 


Library of Congress iy 
Copyright Office 





EMPTY HEART ©w & m Donal Boyd Davis 
26Marl,8 EU1226h2 


Library of Congress Se 


Copyright Office 





Empty heart; w & m Al De May [pseud. 
of Alfred Bucolo] © Alfred Bucolo, 
Washington, De Ce; 16Junl7; EU80283. 


Library of Congress ; & 
Copyright Office 





Empty heart. 


Mi630 HALL, DAVID. 

ao Empty heart; words by Issie Ballard, 

.H music by David Hall. © Nordyke Pub- 
lishing Co., Hollywood, Calif.; 29Dec48; 
EP33600. 


I. Ballard, Elizabeth, lyricist. 
Il. Title. ~ 


Library of Congress 
Copyright Office wa 





EMPTY HEART; m Robert Louis Carleton 
w & © Mildred J. Andrews 14Feb50 
EU193697 





EMPTY HEART; w Stanley Cohen m John 
Arvin Zeigler © Stanley Cvhen & 
John Arvin Zeigler 5Apr50 EU199661 


Library of Congress 
Copyright Office 





EMPTY HEART; w, m & © Mary Colleen 
Fisher 16Feb50 EU193863 


MAR 30 1959 





AN EMPTY HEART; w Myrtle E. Hammond m 
Al Terry © Myrtle E. Hammond & Al 
Terry 13Jun52 EU278140 


Library ot Congress 
Copyright Office 





EMPTY HEART; w, m & © Stephen Kurtiak 
16Jan52 EU261397 


Library of Congress ee 
Copyright. Office 





EMPTY HEART; w, m & © Bruce Arthur 
McAskill 31Ju153 EU325510 


Library of Congress ae 





EMPTY HEART; w, m & © Paul H. Heiden- 
reich 2Apr54 EU353214 


Library of Congress ei 
Copyright Office 





EMPTY HEART; w, m & © Helen Elizabeth 
Mortenson 22Jan51 EU226685 


Library of Congress & 
Copyright Office 





EMPTY HEART; w & m-Don Mahoney & Bernie 
Clements © Don Mahoney 26Aug54 
EU368800 


Library of Congress @ 


Copyright Office 





EMPTY HEART; w & m James H. Palmer arr 
Lindsay McPhail © James H. Palmer 
12May52 EU274480 


Library of Congress Se 
Copyright Office 





EMPTY HEART; w, m & © Barbara Kell 
Reves & Carolyn Long Hicks 20Jun52 
EU278992 


Library of Congress 
Copyright Office 





EMPTY HEART; w, m & © William Charles 
Velvin 19May52 EU275107 


Library of Congress 
Copyright Office 





EMPTY HEART; w, m & © Maxine Waidlace 
7TJul53 EU322774 


Libiary of Congress eS 
Copyright Office 





EMPTY HEART; w, m & © Lawrence Wiland 
TDec54 EU379483 


Library of Congress é 
Copyright Office 





Jmpty heart; W D. i iliopeland, m Don 
George, or Duke Moreland, Los 
Angeles; 1lAprl)7; LU71575« 


Library of Congress eS 


Copyright Office 





EMPTY HEART © w Edward Okuma m Ben 
Patton 27May49 EU168662 





AN EMPTY HEART © w Vivian (Morris '‘ 
Thomas m James Bruce 11Seph7 


EU9LI9L 





Empty heart; w ¢:m F. E. Van, Leo Ross 
&: Isac Jocscphe © Froeddic E. Vay, 
Wew York; 19iarl:7; ©U67676. 





Empty heart. 


M1630 WILLETT, RUTH, 1899- 
Empty heart; words and music by Eleanor 
Hanson and Ruth Willett. New York, 
Hollywood Pub. Co. © Eleanor Hanson & 
Ruth Willett; 25Jun48; EP35461, 


I, Hanson, Eleanor, 1915- joint composer. 
I, Title. 


Library of Congress 
Copyright Office 





EMPTY heart. DP215359. SEE Knoerle, 
“ary Jeanne. 





E unpub 8886 


Empty heart. 
See 


Porter, Lew 





EMPTY HEART AND EMPTY POCKETS; w & m 
Alfred Fabrizio Hardy © Van Brunt 
Music Pub. Co. 10Aug53 EU326817 


Library of Congress e 





Empty hearts. 
Green, Mary Louise. 





Empty hearts. 
Paschall, Melody. 





EMPTY HOURS). ©w & m Betty Jane 
Sumbler 12Decl;7 EU107770 


Library of Congress & 
Copyright Office 





EMPTY HOURS ©w & m Anthony Joseph 
Turchetti 27Jan)8 £U1153343 


Library of Congress 


Copyright Office o 





EMPTY HOURS; w Raymond Joseph Naclerio 
m Franklin J. Cowden & Joseph F., 
Marzocco © on changed w Raymond 
Joseph Naclerio 20May54 EU358688. 


Appl. states prev. version: TEARS OF 
DESTRE 


Library of Congress ie 


Copyright Office 





THE ENPTY HOUSE, a comedy-drama in 
three acts and epilogue by Lindsey 

(Denison's select plays) 

R515235, 25augh9, 


Barbee. 
© Z0ct21, 058825. 
Lindsey Barbee (A) 





EMPTY HOUSE; m & © Virginia W. Kirn 
WAugs50 EU212322 


Library of Congress & 


Copyright Office 





EMPTY HOUSE from Just this once; m 
David Rose © Loew's, inc. 12Dec51 
EU258709 


Library of Congress “ 
Copyright Office 





EMPTY HOUSE BLUES; w Andy Paul Razaf 
m Johnny Finke © Andy Paul Razaf & 
Johnny Finke 17Sep53 EU331263 


Library of Congress - 





EMPTY ICE BOX BLUES; m George Callen- 
der © Malabar Music, inc. 25Aug5e2 
EU285576 


Library of Congress 
Copyright Office 





EMPTY INTERLUDE; m Louis Tobin w & 
© Dorothy Lamb 6Feb50 EU192885 


Library of Congress 
Copyright Office 





THE EMPTY KETTLE; w, m & © Peter N. 
Poyas 29Aug50 EU213697 


SEP 25 4950 





EMPTY KISSES; m Robert Louis Carleton 
w & © Anna Hines 11Apr50 EU200172 


Library of Congress 2 
Copyright Office 





Empty kisses; w Harry M. Marlowe, jr. & 
Faye Spaze, m L. E. Elliott, jr. © 
Lewis E. Elliott, jr., Martin, Tenn.; 
1iApr47; £U71503. 





Empty kisses; w&mF. Spaze, Harry Me 
Marlowe, jr. & Lewis Elliott. 
Fay Spaze, Watertown, N. Ye; lJun7; 
EU78401. 





EMPTY KISSES; w, m & © Henry Corman 
Harris & Biff Collie 6Jan54 EU343291 


Library of Congress & 


Copyright Office 





EMPTY LANE; w Gerald Morton Thierer 
m David Kraft © Gerald Morton 
Thierer & David Kraft 3Feb53 
EU302630 


Library of Congress 
Copyright Office 





EMPTY LOVE; w, m & © Jane Louis 
Russell 9Apr51 EU234918 


MAY 18 1951 


Library of Congress 
Copyright Office & 





The empty mail box. 
Chepman, Eva K, 





EMPTY MAIL BOX BLUES © w Don D. Robey 
m Clarence Brown 2lJan48 EU113091 


Library of Congress 
Copyright Office 





EMPTY MANSIONS; w & m Daryl Hutchins 
© Southern Music Pub. Co., inc. 
21lAug52 EU285661 


Library of Congress & 
Copyright Office 





EMPTY MEMORIES © w & m Merye Louise 
Dague 1h4Julh7 Eu8h51h 





EMPTY MEMORY; w & m Michael Alexander 
Naoum Jr., Lavern Volpi & Elisa 
Silas © Michael Alexander Naoum Jr. 
273u153 EUZ24855 


Library of Congress & 





EMPTY MORNIN'; w & m Lincoln Chase & 
Leroy Kirkland © Raleigh Music Pub. 
Co, 8Jan54 EU343555 


Library of Congress oe 
Copyright Office 





EMPTY NEST; m James Alexander Brennan 
w & © Dolores Olivares 150ct51 
EU253116 


Library of Congress & 
Copyright Office 





THE EMPTY NEST. LEERES NEST; German 
w R. de la Croix, English w Percy 
Pinkerton, m Casimir Borwin [pseud. 
of C. Lierhammer] © 100ct23, 
E572621. R83357, 17Sep5l, C. 
Lierhammer (A) 


Library of Congress é 
Copyright Office 





EMPTY NIGHTS; w Herman Edward Gillespie 
m Horacio Franklin McFerrin © Herman 
Edward Gillespie & Horacio Franklin 
McFerrin l14Jan52 EU261491 


Library of Congress & 
Copyright Office ~ 





Empty nights. 


EMPTY NITES, Empty nights; w James A, 
Muscarella m Giovanni Raimondo © 
James A, Muscarella 11Aug53 EU335188 


Library of Congress rig 





EMPTY NITES; w James A. Muscarella 
m Alfred G, Graziano © James A, 
Muscarella & Alfred G. Graziano 
23Ju153 EU324579 


Library of Congress = 





EMPTY NITES, Empty nights; w James A, 
Muscarella m Giovanni Raimondo © 
James A. Muscarella 11Aug53 EU335188 


Library of Congress & 





The empty noose, Oct. 16, 1946. 


See 


Perl, Arnolde D unp. 6284. 





AN EMPTY OLD COTTAGE; w Henry Redd 
Stewart m Marvin Hall © Redd Stewart 
Music 21Apr54 EU355329 


Library of Congress ¢& 


Copyright Office 





MI527 EMPTY PASTURE from Louie, my brother 

.K65LG who talks to horses; m Rudolph 
George Kopp © Loew's, inc. 40ct46 
EU38765 


Library of Congress a 
Copyright Office 





THE EMPTY PEW; w, m & © Charles Audrey 
Davis 2lJun54 EU361947 


Library of Congress e& 


Copyright Office 





AN EMPTY PICTURE FRAME; w & m Joe 
Masterson © Jo-Weiss Masterson 


12Aug53 EU327108 


Library of Congress e 





AN EMPTY PILLOW; w, m & © Jim Leisy 
& John K. Hicks 18Sep50 EU215676 


-~. OCT 12 1950 
Library of Congress 


Copyright Office 





AN EMPTY POCKET; by Jack Covais & 
Wayde Underwood © Juke Box Alley 
EU360114. Notice 15Dec54 v25 p270 


Library of Congress 


Copyright Office S 





Empty pocket. 


M1630 COVAIS, JAMES, 1914- 

2 An empty pocket; lyric by Wayde Under- 

ihe wood, music by Jack Covais. [Melody 
and chord symbols] Appl. states prev. 
reg. 2Jun54, EU360114, © Juke Box ~ 
Alley, New York; 5Nov54; EP85527, 


I, Title, [II. Underwood, Arton Wayde, 
1934- ] 


Library of Congress @ 





AN EMPTY POCKET; w Arton Wayde Underwood 
m James Covais © Arton Wayde Underwood 
3dun54 EU360114 


Library of Congress & 


Copyright Office 





EMPTY POCKET BLUES ©w & m Viola 
Brown 27Janl,8 £U114182 





EMPTY POCKET BLUES © w & m David 
William Gaunt 27Febli8 EU118661 


Library of Congress 


Copyright Office e 





EMPTY POCKET BLUES © Louise Virgin-= 
ia Taylor, w & m Bernice Edwin 
Taylor 150ctl7 £U106779 


Library of Congress eS 
Copyright Office 





EMPTY POCKET BLUES; w Fred William 
Ahlefeld 3d m & © Earl R. Long Sr. 
15Aug51 EU247205 


e 2 8 4951 


n\\ 
AU 


Library of Congress 
Copyright Office 





EMPTY POCKET BLUES; m Robert Louis 
Carleton w & © Betty M. Rainey 
17Apr50 EU200743 


Library of Congress S&S 
Copyright Office 





EMPTY POCKETS; w, m & © Marvin Lee 
Beitel 26Aug52 EU285725 


Library of Congress 
Copyright Office 





EMPTY POCKETS; w, m & © Arthur John 
Clare 29Apr53 EU314077 


Library of Congress 
Copyright Office 





EMPTY POCKETS; w John Wesley Henon m 
James Charles McNeil © John Wesley 
Henon 20Aug52 EU285385 


Library of Congress 
Copyright Office 





EMPTY POCKETS; w & m Walter Melrose 
© Walter Melrose Music Co. l1Nov5l 
EU254833 


9 ag. 
Ww © 


Library of Congress @ 
Copyright Office 





EMPTY POCKETS; w Iola Marie Vedder m 
Charles Nicholas Vedder © Iola Marie 
Vedder & Charles Nicholas Vedder 
1Jun54 EU359738 


Library of Congress & 


Copyright Office 





Empty pockets. Sea 
Pollack, Robert. 





EMPTY POCKETS, BROKEN HEART; by Vir- 
ginia Blume © Commodore Music Corp. 
Notice 19Nov53 v23 p68 


Library of Congress 


Copyright Office * 





EMPTY POCKETS, BROKEN HEART; w & m 
V. Blume © Commodore Music Corp. 
16Nov53 EU338131 


Library of Congress & 


Copyright Office 





AN EMPTY PROMISE; w & m Willard Robison 
© Shapiro, Bernstein & Co., inc. 
3Apr50 EU199508 


MAY - 1 1950 





EMPTY PROMISES; w, m & © Thomas Elbert 
White 28Aug50 EU213512 


ocr 19 Woy 


Library of Congress ee 


Copyright Office 





EMPTY PROMISES EMPTY HEARTS EMPTY 
DAYS; w, m & © Neil Monroe Noble 
20Sep54 EUST1340 


Library of Congress S 


Copyright Office 





EMPTY ROCKIN HORSE by Carrie Fraley & 
Gene Mac Gregor © Scot Songs no.69749. 
Notice 24Mar53 v21 p674 


Library of Congress 


Copyright Office & 





Empty rocking horse, 


M1630 MACGREGOR, STUART EUGENE, 1923- 
Empty rocking horse; [words by] Carrie 
Fraley [and] Gene MacGregor [music 
by Gene MacGregor] [Melody and chord 
symbols; with words] © Scot Songs, 
Wichita, Kan.; 7Mar53; EP69749, 


I, Title, [IIl. Fraley, Carolyn Porter, 
1913- ] 


Vv 


Library of Congress ce 
Copyright Office 





EMPTY ROOM; by Anton Bilotti © Alan 
Abel. Notice 18May535 v22 p35 


Library of Congress 


Copyright Office oe 





AN EMPTY ROOM; m & © Irma Brewer 
14Sep51 EU250062 


Library of Congress & 
Copyright Office 





Empty room, 


M1630 WESTON, GERALD W 1889- 

a”, Empty room; words by Hugh Disher, 

-W music by Gerald Weston. © National 
Songwriters Guild, Toledo; 1Feb50; 
EP45106. 


I. Title. [Il. Disher, Hugh Bryan, 
1897- ] 


Library of Congress 
Copyright Office APR 1 9 1950 





THE EMPTY SACK, Basil King. 
© 15Sep21, abe 25- 238717, 50etl8, 
Penelope Orcutt (aK) 





Empty saddles. 


,Joscelyn, Archie, 
Empty saddles, by Al Cody :pseud., ... New York, Dodd, 
Mead & company, 1946. 


Sp.1,215p. 197. 
“A Silver star western.” 


© 2lsepl6; 2¢ 20Sep Dodd, Mead 


6; 
& company, inc.; A6 epye’ 


I. Title. 


PZ3.J773Em 


Library of Congress eS ety 





D-unps S087 
Empty saddles. 


See 


_rendbesStr terse, . 


The Lone Rangers Woe 2083-1508. 





Empty saddles. See 
Smith, A. Ms 





Empty sails. 


M1508 BIXIO, CESARE ANDREA, 
(Che tempi) Empty sails; words by Carl 
Sigman, music by C. A. Bixio. 40¢ Appl. 
states prev. reg. as Lo stornello del 
marinaro, 1Jun48, EF11038. © on English 
lyrics; Alamo Music, inc., Beverly Hills, 


Calif.; 28Mar53; EP72921. 


Title. Il. Title: Che tempi. [III. Sigman, 
fest, 1909- ] 


Library of Congress 
xM1508.9 





EMPTY SEIDEL POLKA; w & m Ted Meyn © 
Shapiro, Bernstein & Co., inc. 
8Jan54 EU344608 


Library of Congress eS 


Copyright Office 





EMPTY SHADOWS; w, m & © Robert Louis 
Smith 3Mar53 EU306059 


Library of Congress 
Copyright Office e& 





Empty shells. 


MUMEY, NOLIE. 
Empty shells, and other poems. Denver, 
Range Press. 110p. © Nolie Mumey; 
20Dec48; A28778. 


Library of Congress 
Copyright Office 





EMPTY SLIPPERS; w & m William McLain 
Stephens Jr. & Jerry Collins © Peer 
International Corp. 24Mar50 EU199926 





EMPTY SLIPPERS © w William McLain 
Stephens m William Gerald Collins 
26Jul49 EU174360 


Library of Congress - 


Copyright Ofice 





EMPTY SPACE; w Curtis B. Pierce m 
Dootsie Williams © Curtis B. Pierce 
& Dootsie Williams 20Apr53 EU312626 


Library of Congress eS 
Copyright Office 





EMPTY SPACE; w Albert Ziegler m Ronald 
Buck © Albert Ziegler 24Aug53 
EU328348 


Library of Congress - 





K 6318 


Empty space - against the sky. 


Jenkins, Burris, jr. 





Empty spot in my heart, 
M1630 HALL, DAVID. 
oF Empty spot in my heart, words by 
~H Curtis E. Milam, music by David 
Hall. © Nordyke Publishing Co., 
Hollywood, Calif.; 2laAug7; 
EP20916. 


Library of Congress 
Copyright Office 





THE EMPTY stable. AA208288. sER 
Clarke, George C. 





THE EMPTY stagecoach. DU26566. SEE The 
Lone Ranger (Radio program) Wo. 2801-2025. 





THE EMPTY STALL; w & m Jimmie Davis, 
William Heagney & Al Bernard © 
Southern Music Pub. Co., inc. 
16Jun52 Ev280221 


Library of Congress 
Copyright Office 








EMPTY STOCKING BLUES by Louise Moore & 
Mark Hurley © Aladdin Music Publica- 
tions EU257407. Notice 16Feb53 
v21 p331 


Library of Congress 


Copyright Office e 





EMPTY STOCKING BLUES; w & m Louise 
Moore & Mark Hurley © Aladdin Music 
Publications 29Nov51 EU257407 


Library of Congress . 
Copyright Office 





EMPTY STOCKING, EMPTY HEART; w, m & © 
George Brown 31Ju153 EU325505 


Library of Congress & 





Empty stool at the end of the bar. 
(THERE'S AN) EMPTY STOOL AT THE END OF 

THE BAR; w & m Willard Robison 

© Leeds Music Corp. 15Dec50 EU223920 


JAN 
Library of Congress ae : 11 1951 
Copyright Office 





THE EMPTY STRONGZOX. Lone penne inte,  ~ 
Produced by Jack Chertok Produstions, 
ls, sds, b&w, 16 mm. Created by 
Trendle. 
A television western featuring 
© Ranger. 
Credits 3 : Producer, Jack Chertoks 


director, John Hs or based on a radio 
play by Betty Joyces te 7 Charles 
Larsong editery Ben Marnon Gasts John 
Hart, Jay Siiveohesine dun James 

Apple authors Jack Cher tek Productions, 
oe ag en ly for hire. 


Lene Rane * ines 8s. (in 
thane 1952) Pa She ; “er 





EMPTY strongboxes. DUZS714.s SEE The Lone 
Ranger (Radio program) Wo. 2903-2127. 





EMPTY SUNSET; m Robert Louis Carleton 
w & © James H. Tyner 9Jan50 EU191614 


FEB 1 0 1950 


Library of Congress e 


Copyright Office 





EMPTY TALK; wy m & © Lawrence Leonard 
Savors 30Sep54 EU372493 


Library of Congress & 
Copyright Office 





2023 The empty tomb. 


eM MEREDITH, I H 
The empty tomb; an Easter ‘ 
pageant, book by Edwin E. 
Jacques, lyrics by Philip 
Jordan, incidental music 
by I. H. Meredith. © Tul- 
lar-Meredith Co., New York; 


é 


13Janl\7; EP12671. 


I. Jordan, Philip, lyricist. 
II. Jacques, Edwin E, III. Title. 


xM2037 05 
Music Cate 





Empty tomb. 


M2023 PEERY, ROB ROY, 1900- 

P4333 The empty tomb; an Easter choir cantata, 

E5 for mixed voices, text compiled and music 
composed by Rob Roy Peery. [Score; with 
organ acc.] $1 Appl. author: Lorenz Pub. 
Co., employer for hire of Rob Roy Peery. 
© Lorenz Pub. Co., Dayton, Ohio; 5Jan53; 
EP68796, 


Title. 


Library of Congress & xM2037 


Copyright Office 2 





THE EMPTY tomb, Easter service; 
ekg by Ira B. Wilson, words by 
y Me Brewster and others. 
© issan26, A882547. R115721, 
10A4ug53, Lorenz Pub. Co. (PWH) 


I, Wilson, Ira Be 
IIe Brewster, May M. 
Cl. Lorenz Publishing Company 





The empty tower. 
BOTHWELL, JEAN. 

The empty tower; illus. by Margaret 
Ayer. 160 p. [Morrow junior 
books] © William Morrow and Co., 
inc., New York; 130ct48; A26403. 


I. Morrow (William) and Co., inc. 


Library of Congress io 
Copyright Office 





EMPTY VICTORY © w Ruth Oma Mackintosh 
m Watt Watkins arr William Campbell 
Mackintosh 29Jv149 EU174782 





EMPTY VOWS; w & m Pee Wee King, Redd 
Stewart & Roy Ayres © Ridgeway 
Music 13Nav51 EU255825 


Library of Congress & 
_ Copyright Office 





EMPTY water barrel. 0DU41573- SEE The Lone 
Ranger (Radio program) No. 3056-2280. 





THE EMPTY WATER CANTEEN m Richard 
Hageman © Loew's, inc. 10ct48 
EU144808 





Empty wheel chair. See 
Carleton, Robert L. 





An empty white cottage; w & m A. Peshoff, © 
Alvin Peshoff, West Lake, La,; 7TApr47; 
EU 10662, 


Library of Congress es 
Copyright Office 





EMPTY WORDS; by Jimmie Gayle & Jane 
Douglass © Opportunity Music Co. 
Notice 14Dec53 v23 p205 


Library of Congress 
Copyright Office & 





EMPTY WORDS; w, m & © Llewellyn C. 
Finley 180ct54 EU374294 


Library of Congress 7 


Copyright Office 





EMPTY WORDS w & m Dave Denney © 
Hill and Range Songs, inc. 
18Novl,7 EUV1LO)O1), 





EMPTY WORDS; w, m & © Charles William 
Frink 4May 54 EU356848 


Library of Congress S 
Copyright Office 





EMPTY WORDS; w Jimmie Gayle m Jane 
Douglass © Peer International Corp. 
25Jan51 EU228630 


Library of Congress MAR - 9 195 
Copyright Office * 9 1951 





EMPTY WORDS; w Nick Lucarelli m Alfred 
Gary Pizzarelli © Nick Lucarelli & 
Alfred Gary Pizzarelli 1May52 
EU273242 


Library of Congress & 
Copyright Office 





EMPTY WORDS; w, m & © William Herman 
Reuter 30Jun50 EU208410 


e we 21 1980 





EMPTY WORDS; w & m Herb Wiener & Cy‘ 
Crane © Peer International Corp. 


26Feb54 EU349961 


Library of Congress S 
Copyright Office 





EMPTY WORLD; w, m & © Edward Stephen 
Carben, Jr. 16Jan50 EU190307 





EMPTY YEARS m Robert Louis Carleton 
© w Kathleen Eichen 29Aug49 EU177323 


Library of Congress @) 


Copyright Office 





THE EMPTY years. DU12260. SEE Rotter, 
Friedrich. 





THE EMPTY years. See Rotter, Frits. 
D unp. 1031. 





THE EMPTY-HANDED, a play in one act, 
by Isabel Wilder. © 15Jui22, 
D61458. R5750), 20Jan50, Isabel 
Wilder (A) 


@ FEB 8 1350 





EMPTY HANDED © w Alfred Munroe Wade 
m Perry MacKay Sturges 190ct48 
EU147343 





EMPTY HANDED; w & m John T. Peck, Neal 
James, Billy Wright, Marie Lee James 
& Herman Lubinsky © Herman Lubinsky, 
d.b.a. Savoy Music Co. 24May50 
EU206669 


Library of Congress eS 
Copyright Office 





Empty handed. 


Mi630 STURGES, PERRY MacKAY, 1895- 

2 Empty handed; words by A. M, Wade, music 

a) by P. M. Sturges. © Alfred Munroe Wade 
& Perry MacKay Sturges; 31Mar49; 
EP35437, 


I, Wade, Alfred Munroe, 1908- lyricist. 
Il, Title. 


Library of Congress 
Copyright Office 





Empty-handed traveler. 


M1508 MENOTTI, GIAN CARLO, 1911- 
(The consul) The empty-handed traveler; 
[from] The consul, by Gian-Carlo Menotti. 
For voice and piano. [Piano reduction by 
Thomas Schippers] 60¢ ©G. Schirmer, 
inc., New York; 10May50; EP47014. 


I, Title. If. Title: The consul. 
[IlI, Schippers, Thomas] of 
yh’ 


yo’ 


Library of Congress 
Copyright Office 





EMPTY-HEADED EDGAR, SEE Damroth 
(William G,) and Gompany. Sales 
manager's bird cage. 





EMPTY-HEARTED; w, m & © Howard Herman 
14Jan52 EU261219 


Library of Congress @ 
Copyright Office 





EMPTY-HEARTED BLUES; w, m & © 
Esther Ruth Rabinowitz 8Jul153 
EU323428 


Library of Congress 
Copyright Office 





EMPTY HEARTED YOU; w Patrick John 
O'Hara & Larry John Little m Rex 
K. Bell © Patrick John O'Hara 
19Feb52 EU265137 


, 44 1962 


Library of Congress oe 
Copyright Office 





G 3419 
Emptying water out of boot, 


Ballantyne, Joyce 





Empyema. 


See 


Muller, George P 


ee el 5-14-46 





Empyema: treatment with penicillin 
Schenley. KK 10956. see Schenley 
laboratories, inc., claimant. 


pam -7-7 





Empyrean; by Al Hayes [pseud, of R 
Henry Fillmore] © 28Apri9; 
E450924. R116173 60ct46s 
Fillmore bros., cos (PWH), 
Cincinnatile 





EMRESS —-- Gompany ©. 
Ress, Bmanuel. 


Death is go rmanent; drive care=- 
fully. Cuiessi. 





EMRESS SPECIALTY COMPANY. 

Ike and Dick sure to click. cDwight 
D. Eisenhower and Richard M. 
Nixona Col. sticker. 4 x 7 in. 
Appl. author; Emanuel Ress. 
© Emress Specialty Co., New York; 
18Sep523 K32471. 





EMRESS SPECIALTY COMPANY. 

Ike and Dick sure to click, [Por- 
traits of Dwight D. Eisenhower & 
Richard Me Nixon] Campaign badge. 
3 ine in diameter. © Emress Spee 
cialty Co., New York; 15Aug523 
K32223. 





EMRESS SPECIALTY COMPANY.. 

Make De¢s 15th and every day safety 
Gays cFront view of automobiles 
Reproduction.of drawings Apple 
author: Emanuel Ress, © Emress 
Specialty Coes 1iDecShs K05)56 





EMRESS SPECIALTY COMPANY ©, 

Milwaukee, land of the brew and home 
of the Braves, (Campaign buttons) 
Label. Appl. author: Emanuel 
Ress. © 30MarS3; KK83719. 





EMRESS SPECIALTY COMPANY. 

Win with Ike. cPhoto. of Ikes Col. 
sticker. 3x 8 in. Appl. author; 
Emanuel Ress. © Emress Specialty 
Co., New York; 11Mar52; K31301. 





EneR6-Vil, pseud, 
Bee fLacailiie, cel. 





Emrich, Arba 0., Jr. 


ROSNEATH; w, m & © Arba O. Emrich Jr. 
22May51 EU239238 


Library of Congress 
Copyright Office 





Emrich, Arba Owen, Jr. 


IT HAPPENED IN THE SPRINGTIME; w Arba 
Owen Emrich Jr. m David Ross Basker- 
ville © Arba Owen Emrich Jr. 

QJan52 EU260587 


Library of Congress ae 
Copyright Office 





Emrich, Bessie. 

SOMEWHERE IN KOREA; w Bessie Emrich 
m James Charles McNeil © Bessie 
Emrich 28Jul52 Ev284410 


Library of Congress 
Copyright Office 





EMRICH, DUNCAN, ed. 

Comstock bonanza; western Americana of 
J. Ross Browne, Mark Twain, Sam Davis, 
Bret Harte, James W. Gally, Dan de 
Quille, Joseph T. Goodman [and] Fred 
Hart. New York, Vanguard Press, 

363 p. © Duncan Emrich; 9Nov50; 
A49460. 


DEC 4 1956 


ma/r 
Library of Congress 
cos Copyright Office 





EMRICH, DUNCAN. 
The cowboy's own brand book; illus- 
trated by Ava Morgan. Crowell. 


RoBér9. 


© Duncan Emrich; 26Feb54; 


I. Morgan, Ava, illus. 


Library of Congress & 


Copyright Office 





EMRICH, DUNCAN. 

It’s an old Wild West custom, New York, 
Vanguard Press. 313 p. illus. (The 
American customs series) © Duncan 
Emrich; 6Sep49; A35774. 


Library of Congress 
Copyright Office 





Emrich, Duncan, 


ALLIED FORCES. SUPREME HEAD- 

QUARTERS. 

The war in 3 pages, by Eisenhower ... 
The general's brief history of his 
victorious campaign, as printed in the 
New York times, May 5, 1946. [Includes 
the eight Orders of the day issued by 
General Eisenhower's Headquarters, and 
comment by Duncan Emrich, official 
American historian] [Philadelphia? 
1952] 15p. illus. © Duncan Emrich; 


Library of Congress A68339,. 
Copyright Office Cont'd, on next card) /p 





ALLIED FORCES, SUPREME HEAD- 
QUARTERS. 
The war in 3 pages... (Card 2) 


23Jun52; A68339. 


I, Eisenhower, Dwight David. 
Il, Emrich, Duncan. 


Library of Congress 
Copyright Office 





Emrich, Duncan. 


WHO SHOT MAGGIE w & m Duncan Emrich 
©w &m Jane Kendall Abell 20Ju148 
EU155246 





“Wak tere. 
anh yOSsl 


Emrich, J Oscar. 
Jonnston election guide. 1946. 


© 12=lj-i,6; 2 co 1225-63 William 
G. Johnston co., Pittsburgh; AA 10881. 


afp 22“prh7 





LA },0881 





ae \ 
wi) P$IOCE 163. 2 4- YoX a un e- 


Emrich, J Oscar, ed. 

Johnston election guide; a digest of 
the election laws of Pennsylvania. 
Pittsburgh, William G. Johnston co., 
194.5. 

booklet. 2% x 18cm. 


Sheets bradded in cardboard covers. 
Perforated for insertion in binder. 
Baek h-h6; 2 c¢ 12-23-63; William G. 
hnston co., Pittsburgh; AA 0881. 


e afp 1-23-h7 


EWRICH, J, Oscar, ed. Johnston 
election guide [service] AA152515. 
SEE Johnston (‘illiam G.) Company. 





EMRICH, J. OSCAR, ed. 

Johnston loose~leaf election 
ide service. Loose-leaves. 
William G. Johnston Co., 

Pittsburgh; 280ctl7; on 
revisions; AA'70705. 





Emrich, John Oscar, 1881-— ed. 

The election officers’ manual. Election laws of Pennsyl- 
vania; a complete description of the method of holding elec- 
tions in this state, defining the duties of election officers, over- 
seers, watchers and constables, edited by J. Oscar Emrich ... 
Pittsburgh, Pa., William G. Johnston company, °1946, 


107, (5; p. incl. forms, diagr. 23™. 


(over) 
1, Election law—Pennsylvania, I, Pennsylvania. Laws, statutes, 
ete. 1. Title. 


46-18913 
Library of Congress JK1963.P4E5 1946 


n 324.748 





© h-2-l.6; 2ce l-4-l:6; William G. Johnsbo 
CO., Pittsburgh; AA 19099; new matters 
revised election laws. 





EMRICH, JOHN OSCAR, ed. 

The election officers! manual; election 
laws of Pennsylvania. Pittsburgh, 1953. 
109 p. illus. © onrev. laws & regula- 
tions; William G. Johnston Co.; 8Apr53; 
A87148, 


I, Johnston (William G.) Company. 


Library of Congress & 


Copyright Office 





EMRICH, JOHN OSCAR, ed. 

The election officers! manual; election 
laws of Pennsylvania, a complete descrip- 
tion of the method of holding elections in 
this State, Pittsburgh, 1952. 109 p. 
© on revisions; William G. Johnston Co.; 
26Jan52; A65773., 


I, Johnston (William G.) Company, Pittsburgh, 


Library of Congress /r 
Copyright Office 





EMRICH, JOHN OSCAR, ed, 

The election officers' manual; 
election laws of Pennsylvania, a 
complete description of the method 
of holding elections in this state, 
defining the duties of election 
officers, overseers, watchers and 
constables. 105 pj. © William G, 
Johnston Co., Pittsburgh; 30Marl,8; 
on revisions; AA85198. 





Emrich, John Oscar, 1881- ed. 

The election officers’ manual; election laws of Pennsylvania, 
a complete description of the method of holding elections in 
this state, defining the duties of election officers, overseers, 
watchers and constables. Pittsburgh, W. G. Johnston Co., 
1947. 

105 p. forms. 23 cm: 


1, Election law—Pennsylvania. I. Pennsylvania. Laws, statutes, 
ete. u. Title. 


JK1963.P4E5 1947 324.748 47-29522* 
© William G. Johnston Co. ; 20Aug47; A15698. 


@ ws 


Library of Congress (2) 





EMRICH, JOHN OSCAR, ed. 

The election officers! manual; 
election laws of Pennsylvania, a 
complete description of the method 
of holding elections in this state, 
defining the duties of election 
officers, overseers, watchers and 
constables. 105 ps illus. 
© William G. Johnston Co., Pitts- 
burgh; 30Mar48; on revisions; 
AA8B5198. 


I. Johnston a G.) Co. 


Licrury of Congress 


Copyright Office vp/p 





EMRICH, JOHN OSCAR, ed. 
The election officers' manual; election 

laws of Pennsylvania, a complete descrip- 
tion of the method of holding elections in 
this State, defining the duties of election 
officers, overseers, watchers and con- 
stables. 106 p. © on revisions; William 
G. Johnston Co., Pittsburgh; 22Mar50; 
A43062. 


I. Pennsylvania. Laws, statutes, etc. 


II. Johnston (William G. ) CO. ny 11 1950 


Library of Congress 
Copyright Office *& ebe /r 





EMRICH, JOHN OSCAR, ed. 

The election officers’ manual; election 
laws of Pennsylvania, a complete de- 
scription of the method of holding 
elections in this State, defining the duties 
of election officers, overseers, watchers 
and constables. 106 p. © William G. 
Johnston Co., Pittsburgh; 1Jul49; on re- 
visions; A34861. 


I, Johnston (William G.) Co. II. Pennsylvania 
Laws, statutes, @ 


Library of Congress 
Copyright Office 


ebc/r 





EMRICH, JOHN OSCAR, ed. 

Johnston election guide; a digest of the 
election laws of Pennsylvania. Pittsburgh, 
1952. ly. illus. © on revisions; 
William G. Johnston Co.; 10ct52; A72473. 


I, Johnston (William G.) Company. 


Library of Congress 
Copyright Office 





EMRICH, LOUIS, 

Magie der Zahlen; der Mensch und seine 
Gliicks- und Ungliickszahlen. Biidingen- 
Gettenbach [1952] 88 p. © Lebens- 
weiser-Verlag; 16May52; AF0-8617. 


I, Lebensweiser-Verlag. 


Library of Congress 
Copyright Office 





EMRICH, LOUIS. 
Wohin steuert die Welt? Was wird aus 
Europa? Die kommende Entwicklung 
im Spiegel der Zyklen und Rhythmen. 
181 p. © Lebensweiser-Verlag; 


29Apr54; AFO-14209. 


I. Lebensweiser-Verlag. 


Library of Congress & 


Copyright Office 





Emrich, Marion Vallat, 1910- 
The child’s book of folklore, ed. by Marion Vallat Emrich 
and George Korson; illus. by John O’Hara Cosgrave m1. 


New York, Dial Press, 1947. 
xv, 240p. illus. 21cm. 
Includes music (unaccompanied melodies) 
Contents. — Folk songs and ballads.— Beliefs and customs. — 


Rhymes.—Games.—Folk tales. 

1. Folk-lore—Juvenile literature. I. Korson, George Gershon, 
1899- joint ed. m1. Title. 

GR74.E6 398 47-11876* 


© George Korson & Marion Vallat Emrich, Washington; 
270ct47 ; on pref. ; A19029. 


© ge. 
Library of Congress 110; 





EMRICK, ERNESTINE (HOFF) 

Look to the light. Verse by 
Ernestine Hoff Emrick; pictures 
by Ernest G. Hoff. Brethren Pub. 
House. 96 p. © House of the 
Church of the Brethren; 9Sep54;3 
A157805. 


I. Hoff, Ernest Gockley, illus. 
II. House of the Church of the 
Brethren. 


Library of Congress 
Copyright Office b/t 





Emrick, Eugene Paul. 


WOLVERINE TUBES ON PARADE; w, m & © 
Eugene Paul Emrick 10Apr52 EU271061 


Library of Congress S 
Copyright Office 





EWRICK, ING. ©. 
Here are the power tools you want? 
Combined in one rugged, big-capa- 
city, heavy-duty machine. Folder. 


{Form 1003) © l0Novl9; KK,3098. 





EMRICK, Inc. ©. 
New accessory order blank. (Tools) 
Sheet. (Form 1001) © l0Novi9; , 
KK, 3097. 





EMRICK, INC. ©. 
New all-angle saw attachment. { Tools) 
Sheet. (Form 1000) © l2Novi9; 


KR, 3096~ 





EMRO ©. SEE 
Rosenthal, Maria. 
Design for a decorative article of 
genuine parchment. GU12885. 





Emry, Basil. 


Just dreaming of Mary; WB. Enry& 
L. Ritter, m Hal Chanslor. © 
Basil Emry & Lorne Ritter, Great 
Falls, Mont.; 23Mayh7; EU76928. 


Library of Congress e 
Copyright Office 





Emry, Basil. 


My dolly dear; w B. Emry & Le Ritter, 
m Hal Chanslor. © Basil Emry & 
Lorne Ritter, Great Falls, Mont.; 


23Mayl:7; EU76927. 


Library of Congress @ 
Copyright Office 





EMRY, Merle F. SEE Emry'‘s. 





gury's ©. 

Your Christmas shopping is over < 
done by Emry's. (Shirt, tie, hand- 
placenta socks) Clipping. 
© mary's, Merle F. Emry, owner; 
1gpech8; KK30),53. 





EMSCHWILLER, GUY. 
Chimie physique, t. 2: Equilibres en 
solutions. Phénoménes de surface. 
Paris, 1951. 919 p. illus. (Euclide, 
introduction aux études scientifiques. 
Section chimie) © Presses universitaires 
de France; 120ct51; AFO-6480. 


I. Presses universitaires de France. 


Library of Congress we 
Copyright Office 





BNSCO DERRICK AND EQUIPMENT corPany © 
Emsco enginoered radio towors. 
Bulletin no. F-12174, 13 pe, illus. 
© 203ul50; AA159716~ 





EMSCO TRADING covPANY ©. 
Handleiding bouwplaat Convair~-Liner. 
{Instruction sheet with model 
lans}] 2 sheets, illus. 
1Novl9; AF11686. 





EMSCO DERRICK AND EQUI MIBNT COIPANZ. 


D a Div fLoeions. 

D+ 5B sucker reds & couplings. 
39 Des illus. {Its Bulletin 1 Ped 7h) 
© Bmaco Derrtok & Equi. pment Coss 


13Mar5l 3 AALG0960, 





EMSEN all-wool prints. KK17869. 
SEE Wembley, inc. 





onal prints. KK21673. SEE Wembley, 
nc. 





Emslie, Mrs. J claimante Sec 
Samuels, Walter. My lips have 
been sealed so long. 





Emslie, Sarah R lyricist See 
Samuels, Walter. My lips have been 
sealed so long. ~~ 





EMSMANN, HELMTRAUD. 
Willi hat die Hosen an, eine 
Madchenerz&hlung, Mit Bildern 
der Verfasserin, 62 p. 
© A. Weichert Verlag; 1Dec53; 
AFO-13560. 


I. Weichert (A.) Verlag. 


Library of Congress & 


Copyright Office 





EMSWILER, Je Ee 
Thermodynamics. 2d eds © 16Mar27}; 
A972094,. Cecile De Emswiler (W); 


Qaug5hs R134352. 





EMSWILER, CECILE D. 
Thermodynamicse SEE Emsawiler, Js E« 





EMTAGE, FLORANZ HILDRUP,. 

Dear lady, don't! -One hundred and 
one ways to improve your personal- 
ity. . TT Pp. © Neff College Press; 
1Dec51; A138407. 


I. Neff College Press. 


Library of Congress Se 


Copyright Office 





EMULSTFICATION has a double purpose in 
these great feeds. KK77372. SEE 
Arcady Farms Milling Co. 





EMULSION Gimenez. KK23285. SEE 
Gimenez, Jorge E. 





Emulsion technology, theoretical and applied, including the 
symposium on technical aspects of emulsions. 2d., enl. ed. 
Brooklyn, N. Y., Chemical publishing co., inc., 1946. 


xiii, 360 p. illus., diagrs. 22™. 


“The symposium on emulsions ;was; held by the Leather trades 
chemists ... The papers ... were published ,1935; under the title of 
Technical aspects of emulsions.”—Pref., 1st ed., 1943, signed: H. Bennett. 

Bibliography at end of most of the chapters. 


1. Emulsions. 2. Chemistry, Technical. I. Bennett, Harry, 1895— 
m. International society of leather trades’ chemists. British section. 
Technical aspects of emulsions. 


46-20364 


Library of Congress TP156.E6GE6 1946 
iS 12) 660.282 





ONES. AA65112, SEE Carbide and 
arbon Chemicals Corp. 





AA 238) 
Emulsions. 
see 
Carbide and carbon chemicals corp., 


claimant. 


vf 10-29-6 





Emulsions and detergents. 


CARBIDE AND CARBON CHEMICALS COR- 
PORATION 
Enelotena and detergents. 8th ed. [ Pub. 
in 1934 under title: The preparation of 
emulsions] 72 p. illus. Carbide and 
Carbon Chemicals Cor TPs New a 


26Jul49; on revisions; 12531 


Library of Congress 
Copyright Office 





EMULSTONS of Dow Corning Antifoam A. 
AA226),566 SEE Dow Corning 
Corporation. 





EMULSIONS with ethylethanolamines - 
161 and diethylaminoethanol. 
4465915. SEE Sharples Chemicals, 

Ce 





Bmulsowax,. 
see 


—— 


Cornelius products co. 





Emunah un apokorsos. 


AGUSHEWITZ, REUBEN. 

Emunah un apikorsos; a balaychtung fun 
shtandpunkt fun der Yidisher emunah un di 
shwerigkayten mit apikorsos, welches 
shtitst hoyptzechlich oyf materializm, wi 
oych di problemen omendlichkayt, fray- 
hayt fun wilen un interaktsie tswishen 


kerper un bawustzayn. Mit a forworts fun 
Ikosial Gintsburg. [Text in Yiddish; title 
transliterated] New York, Pardes. 

209 p. illus. © Reuben Agushewitz; 
150ct49; A41800. 


Library of Congress a ata 
Copyright Office cg/r 


APR 





Emurian, Ernest Krikor 


iInterfiled 


Emurian, Ernest K. 





Emurian, Ernest Krikor. 


ANGELS IN THE SNOW; w, m & © Ernest 
Krikor Emurian 28Dec53 EU342221 


Library of Congress & 
Copyright Office 





M2079 EMURIAN, ERNEST KRIKOR, 1912- 

-E32E The Apostles’ Creed; anthem for mixed 
voices, by Ernest K. Emurian. © Ernest 
Krikor Emurian; 7Sep49; EP40014. 
With piano acc. 


I. Title. 


Library of Congress 


Copyright Office e& 





Emurian, Ernest Krikor. 


THE CALENDAR SONG; w, m & © Ernest 
Krikor Emurian 3Mar50 EU195913 





EMURIAN, ERNEST KRIKOR. 

The church in the wildwode 
Service Depts, The Progressive 
Parmere Folder (12 pe) 
© Ernest Krikor Emurian; 270ct53; 
A1120h9. 





Emurian, Ernest Krikor. 
THE COCA COLA SONG: w, m & © Ernest 
Krikor Emurian 13Feb50 EU193497 


FEB 27 1959 





Emurian, Ernest K. 


M1630 MAXWELL, RICHARD, 1897- 

.2 Jonah and the whale; words and music by 

.M Ernest K. Emurian, George Gordon 
[pseud.] and Dick Maxwell. © Fortune 
Music, inc., New York; 20Jan50; 
EP43871. 


I, Emurian, Ernest K, Il. Shackley, 
George. III. Title. 


Library of Congress 
Copyright Office & 





M1658.5 
»~L95E 





Emurian, Ernest Krikor. 

Lynchburg, V. A.3 words «ee by Ee. Ke 
Emurian. 

© 9Aprl6; composer, Madison Heights, 
Va.; EP2877. 

For voice and piano. 


I. Title. 


Music Cat. 


EMURIAN, ERNEST K. 
More plays and pageants for many 
occasions. 215 p. © W. A. Wilde 
Co.3; 15Sep54; A153847. 


I. Wilde (W. A.) Company. 


Library of Congress i 
Copyright Office 





EMURIAN, ERNEST K, 
Plays and pageants for many occa= 
sions. 192 pe. ©W. Aw Wilde Co.; 
4Sep533 A105808. 


I. Wilde (W. A.) Company. 


Library of Congress SS 





Emurian, Ernest Krikor. 

THE PLEDGE OF ALLEGIANCE; w Francis 
Bellamy w & m Ernest Krikor Emurian 
© Ernest Krikor Emurian 28Dec53 
EU342220 


Library of Congress e 
Copyright Office 





M1658 EMURIAN, ERNEST KRIKOR, 1912- 
Portsmouth, Virginia; words and 
music by Ernest K. Emurian. 
{Portsmouth, Va.] Portsmouth 
Lions Club. © Ernest K. Emurian; 
8Nov48; EP31236. 


I. Title. 


Library of Congress 


Copyright Office 





Emurian, Ernest Krikor. 


SO MUCH FOR YESTERDAY; w, m & © Ernest 
Krikor Emurian 3Mar50 EU195914 





Emurian, Ernest Krikor,. 


STROLLING ON THE SEASHORE AT VIRGINIA 
BEACH; w, m & © Ernest Krikor 
Emurian 26Jun50 EU207862 


Jui 13 1950 


Library of Congress ee 
Copyright Office 





Emurian, Ernest K, 


WITHOUT YOU; w & m Freda Bond Dickens 
arr Ernest K. Emurian © Freda Bond 
Dickens 22Nov54 EU377890 


Library of Congress * 


Copyright Office 





Emurian, Ernest Krikor, 1912- 


MAXWELL, RICHARD, 

You can do anything; by Ernest Emurian 
and Richard Maxwell. [For voice and 
piano] © Richard Maxwell Publications, 
inc., New York; 20Sep52; EP65287, 


Emurian, Ernest Krikor, 1912- 
. Title. 


Library of Congress 
Copyright Office 





EMZMOL, FOR ALL MALT MASHES, FOR MALT 
AND PREPARED FLAKE MASHES. SEE 
Brewers Scientific Laboratories. 





EN achetant..il faut songer 4 l'avenir. 
SEE Servel, inc. KK%36115. 





En allant dtitavant. 


M1731 MARCUSE, ALBRECHT, 1906- 

ea En allant d'l’avant; fox-trot, paroles de 

-M Pierre Havet, musique de Rolf Marbot 
[pseud.] © Les Nouvelles Editions 
Méridian, Paris; 28Dec49; EF15904. 


NOV = 2 1950 
I, Title. [IL. Havet, Pierre, 1920- ] 


Library of Congress 
Copyright Office 





En amateur e 


M1356 VERSCHUEREN, ANDRE, 1920- 

.V En amateur; valse, de André Verchuren 
[pseud., arrgt.: André Cior, pseud.,] 
[Accordion-conductor score (orchestra) 
and parts] © Léon Agel, Paris; 30Dec52; 
EFO-18944, 


Title. [II. Angelliaume, Léon, 1910- 


Library of Congress & 
Copyright Office 





En amour. 


M1731 FERRE, LEO, 1916- 

02 En amour; paroles et musique de Leo 

= Ferré, © Les Nouvelles Editions 
Méridian, Paris; 26Nov52; EF0-17812, 


I, Title, 


Library of Congress 
Copyright Office 





En Arl 

M1621 BEYDTS, LOUIS, 1895- 

«B En Arles ... [by] Louis Beydts, 
poeme de P. J. Toulet,. 
Durand & Cie, Paris; 15ilarh7; 
EF6317. Score (voice, flute 
ad. lib. and pi:no) and part 
for flute. 


I. Toulet, Fi d., lyricist, Za 
Title. 


Library of Congtess & 


Copyright Office Music Cat. 





En arriére. 


AYME, MARCEL. 
En arriére, nouvelles. [Paris, 1950] 
264 p. © Librairie Gallimard; 30Dec50; 
AF0-3720. 


I. Librairie Gallimard. 


Library of Congress 
Copyright Office 





EN AVAN', GRENADIE. Onward march, 
grenadier; harmonizing & arr. for 
women's voices by Gerald Reynolds. 
© on harmonization & arr., 20Mar24, 
E584751. R89279, 23Jan52, Patricia 
A. Carter (NK) 


2 = & 1952 


Library of Congress 
Copyright Office 





En avant. 

[DELHAYE DE MARNYHAC, THERESE] 

En avant [par] T. Trilby [pseud.] 
Illus. de Manon Iessel. 189 p. 
(Pour les jeunes) © Ernest 
Flammarion, Paris; 8Apr48; AF8389. 


I. Flammarion, Ernest. 


Library of Congress S&S 
Copyright Office 





En avant les Copains. 
M1731 [DELAPIERRE, GUY BERNARD] 1907- 
22 En avant les Copains ... Paroles 
~D et musique dg Guy Bernard 
[pseud.] © Editions Musicales 
‘Le Chant du Monde," Paris; 
30Aprh7; EF5921. 


i pied Le ig ott Wom 
Music Cat. 





EN AVANT MARCHE, de Mik 1°°; paroles 
Cx A. Carpentier, m Willy Redstone 
[pseud. of Willy Rottenstein] 
© 11Novll, £27028. R3\921, 
7Jun8, Willy Rottenstein (A) 


Library of Congress 


Copyright Office eS 





EN AVION; parfum de Caron, KK53516. 
SEE Caron Corp. 


} OCT 11 1950 





En Avitaminosis B. KK1j595. See Abbott 
laboratories. 





AF1279: 


En avoir ou pas. 
Hemingway, irnest, 1398-_ 

ese an avoir ou pas (+0 have and have 
not) roman traduit de lian:lais par 
fiaurice Duhamel, [Paris] Gallimard 
[19,5] 


256 pe 19°8, (On cover: Romanciers 


américains contemporains 
Erratum slip laid in: 'Ta traduction 
du présent ouvrage est de iarcel Duhamel 
non de I!avrice Duhaniol, comme il cst 
par errour,." 
Tree le 8ifayh6; Librairie Galli- 


@:: * Duhenol Ss arcoi, tice 
Ti, TEs ml 2hSepl6 





EN AVRIL. In April; w Armand 
Silvestre, English version by 
George Harris, Jr., m Gabriele 
Sibella. © 16Feb15, E359053. 
R103852, 4Dec52, Graziella Pareto 
Arena (W of G. Sibella) 


Library of Congress 
Copyright Office 





En avril 4 Paris. 


EIGER, WALTER. 

(En avril 4 Paris) I live for you; arr. for 
orchestra by Anthony Fones, words by 
Carl Sigman, music by Walter Eiger 
and Charles Trenet. [Piano-conductor 
score and parts; without words] NM: ar- 
rangement. © Chappell & Co. inc., New 
York; 14Jun54; EF20387. 


I, Trenet, Charles, 1913- Il, Title. 
Il, Title: En avril & Paris. [IV. Fones, 
Anthony] 


Library of Congress & 





En avril & Paris. 


EIGER, WALTER. 


(En avril 4 Paris) I live for you; words by 
Carl Sigman, music by Walter Eiger and 
Charles Trenet. Appl. states prev. reg. 
220ct53, EF 19738. NM: English version. 
© Chappell & Co., inc., New York; 
18Feb54; EP78952. 


I, Trenet, Charles, 1913- Il, Title. 
Ill, Title: En avril & Paris. [IV. Sigman, 
Carl, 1909- ] 


Library of Congress eS 





En avril 4 Paris. 


EIGER, WALTER, 

(En avril 4 Paris) I live for you; arr. for 
orchestra by Jimmy Lally, words by 
Carl Sigman, music by Walter Eiger and 
Charles Trenet. [Piano-conductor score 
and parts; English words] 4/- NM: ar- 


rangement. © Chappell & Co., inc, London, 
7TApr54; EF20229, 


I, Trenet, Charles, 1913- Il, Title. 
Ill, Title: En avril 4 Paris, [IV. Lally, 
Jimmy, a Sigman, Carl, 1909- 


Library of Congress re 





En avril A Paris. 


TRENET, CHARLES, 1913- 

En avril’ Pariis; paroles de Charles Trenej 
musique de Charles Trenet, Paris, 
Star-Music. © France-Music Corp,; 
220ct53; EF19738, 


I, Title. 


Library of Congress & 


Copyright Office 





En ayuna ¢on un pollito. 


fi 

M1356 GONZALEZ, ALBERTO, 

.G En ayuna con un pollito; guaracha, [by] 
Alberto Gonzdlez, arr. [by] Fumero y 
Jiménez, [Piano-conductor score (or- 
chestra) and parts; with words] 
© Rumbalero Music, inc., Beverly Hills, 
Calif,; 9Dec49; EP43361. 


I, Title. [II. Fumero. III. Jiménez] 


Library of Congress 
Copyright ice 





EN AYUNAS CON UN POLLITO m Alberto 
Gonzalez © Rumbalero Music, inc, 
25S8ep49 EU184727 


Library of Congress eS 


Copyright Office 





EN BADINANT; m Théodore Dubois; pf. 
© 16Apris, £20756. R032, 


SMarl8, Charles Antoine Dubois (C) 


Library of Congress 


Copyright Office & 





fin Badinant. 


CHATTERBOX, En badinant; m A. 
D'Ambrosio, orchestra arr. Adolf 
Schmid, © on arr.; 29Dec26; 
E655057. . Adolf Schmid (A); 
BFeb543; R125195. 


Library of Congress & 
Copyright Office r 





En Salfantasi. 


Mortensen, Otto. 
En Belfantasi. 
EF1L1947. 

Held in music section. 


jas/c 


OMari9 





Iutéce, Jean. 


En barque; pour piano. Paris, 
Raoul Breton. 


© 29Marh6; publisher; EF155h. 
TeeTitic. 


Music Cat. 
Library of Congress 
Copyright Office 





En barque. 


Lutéce, Jean. 

En barque; pour violon et piano. 
Paris, Raoul Breton. 

© 29Marlh6; publisher; EF1553. 


Music Cat. 





En barque le soir, no. 23 par Jacques 
7Janl6g Je Ibert (A), Parise 





En bat pa land, och andra sagor, 


KASSMAN, STIG. 

En bat pa land, och andra sagor. Stockholm 
[1952] 125 p. illus. (Bonniers barn- 
bibliotek, 104) © Albert Bonniers férlag 
a.-b.; 140ct52; AF0-9842, 


I, Bonnier (Alfred) f6rlag a.-b. 


Library of Congress és 
Copyright Office 





EN BATEAU; m Claude Debussy, transcrit 
Jacques Durand, dedilhado e pedal 
Barrozo Netto; pf. © 3Sep2l, 
E516866. R39139, 110ct48, Durand & 
cie (PWH of B. Netto) 


Library of Congress * 
Copyright Office 





En bateau.e 


Fd 
M25 BOYKIN, HELEN, 


~B En bateau; piano solo by Helen Boykin. 
50¢ © Schroeder & Gunther, inc., 
Rhinebeck, N, Y,; 25Feb52; EP60813, 


I, Title, 


HAR 27 1952 


Library of Congress 
Copyright Office 





En }bateau. 


DEBUSSY, CLAUDE, 1862-1918. 

(Petite suite, piano 4 hands) En bateau. 
Boating. [By] Claude Debussy, simplified 
arrangement for piano solo by Marie West- 
ervelt. 40¢ NM: arrangement. © Durand 
& cie, Paris; 3May54; EP80788. 


I, Title. Il. Title: Petite suite. II. Title: 
Boating. IV. Westervelt, Marie, 1917- ] 


Library of Congress e 





/ 


EN BATEAU. / IN THE BOAT, op. 42, no. I; 
m Hannah Smith; pf. © 2Maye2e, 
E538246. R57782, 25Jan50, The Fifth 
Avenue Bank of New York (E) 


Licery Coupee QD wan -8 1050 
Copyright Office 





En bateaue-mouche. 


M1731 GIROULT, MICHEL, 1929- 

2 En bateau-mouche; paroles de Alain Nancey 

.G [pseud.] musique de Alain Nancey & 
Claude Henri Vic [pseud.] © Société 
anonyme frangaise Chappell, Paris; 
200ct54; EF0O-30970. 


I, Teissedre, Claude Henry. Ml. Title. 


Library of Congress - i 





re’ 


QRNDA.> 


thilde 


“atct } 


france 





EN BERCANT DES PAPILLONS, op.99, no.1; 
bagatelle, Edouard Schfitt; pf. 
© 1Nov22, E551131. R62906, 3Apr5o, 
A. Cranz, d.b.a. Editions A. Cranz 
( PWH) 


Library of Congress & 
Copyright Office 





EN BILLETE PERFUMADOS © w & m Nick 
Esquiroz 8Feb49 EU156578 


Library of Congrese 
Copyright Office 





EN BLANC ET NOIR; trois morceaux, m 
Claude Debussy; 2 pfs., ) mains. 
© 31Dec15, E367800. R31035, 
SMarh6, Jean Deyzac (EB) 





En bok om Nils Dardel. 


DARDEL, THORA (KLINCKOWSTROM) 
En bok om Nils Dardel. 209 p. 
© Albert Bonniers f6rlag a.-b.; 
200ct53; AFO-12737. 


I. Bonniers (Albert) férlag a.-b. 


Library of Congress © bid. 


Copyright Office 





EN BRETAGNE; m Rhené Baton, arr.; 
ptes. dforch. © 14Dec21, E526664- 
526665. R54560-54561; 17Nov49; 
Hubert Henri Mouton (A of arrange- 
ment ) 


Library of Congress 
Copyright Office 





En Bretagne. 


CREPUSCULE DIETE SUR LE GRAND BASSIN 
DE ST. NAZAIRE, de En Bretagne; 
suite de Rhené Baton, orchestrée 
par H. Mouton; ptes. d'orch. 
© on orchestration, lJul24, E593288, 
R84977, 80ct51, Hubert Mouton (A) 


4 (a! 
nov 4 


NA 


Library of Congress wi 


Copyright Office 





En Bretagne. 


+ i 
RETOUR DU PARDON DE LANDEVENNEC, de 
En Bretagne; suite de Rhené Baton, 
orchestrée par H. Mouton; ptes. 
dtorch, © on orchestration, lJul24, 
E593287. R84976, 80ct51, Hubert 


Mouton (A) 


Library of Congress ia 
Copyright Office 





En Bretagne. 


SUR LA GREVE DESERTE DE TREZ-ROUZ, de 
En Bretagne; suite de Rhené Baton, 
rien par H. Mouton; ptes, 

ron. Bp orchestration, lJul24, 
E5058 4“ v8 975, 80ct51, Hubert 


Mouton (A) : 
a “\ 


Library of Congress e 
Copyright Office 





En Bretagne morbihannaise. 
BUFFET, HENRI FRANCOIS. 

En Bretagne morbihannaise; coutumes 

et traditions du Vannetais bretonnant 
au xix® siécle. Couverture par 
Mathurin Méheut. 286 p. illus. 

© B. Arthaud, Grenoble; 30Dec47; 
AF8340. 


I. Arthaud, B. 


Library of Congress & 


Copyright Office 





En bro, en bros 

M1508 HARRIS, ALBERT. 
(Sangen om Stockholm) km bro, en 
bro, ur filmen, Sangen om Stockholm, 
vals av Albert Harris, text av 
Harry Iseborg. Stockholm, C. Gehr- 
man. © Albert Harris; lJanl7; on 
arrangement; EF7699. 


IE. Iseborg, Harry,” lyricist.) tee ole 
III. Title: S&angen om Stockholm. 


Library of Congress @ XM44.5 
Copyright Office xM1508 





“@n cabriolet vers l'académie ... 


GUIMBAUD, LOUIS. 

En cabriolet vers l'académie; 
petite histoire des campagnes 
académiques de Victor Hugo, d'taprés 
les lettres de Juliette Drouet, 
18 p. illus. © Editions 
Bernard Grasset, Paris; 30Jul7; 
AF692. 


I. Hugo, Victor Marie, Comte. 
II. Drouet, Juliette. 
III. Grasset (Bernard) Editions, 


e senda 





EN CADENCE, op. 156, no. 8; mazurka; 


pf. ©bec2o, B496h99. R277)9, 
SJani8, L. J. Oscar Fontaine (A) 


Librory of Congress 


Copyright Office & 





Bn cadences 
elrack, Louis, FEFS026, 





FN_caléche. KF10762. SEE Icart, 
Louis. 





En camarades. 


M1356 TRAVNICEK, ANDRE, 1898- 

ao i En camaradés; marche, musique de A. T. 
Cekow [pseud.] paroles de Fernand André 
[pseud.] [Piano-conductor score (orches- 
tra, with words) and parts] © Editions 
musicales A. T. Cekow, Paris; 25Sep52; 
EFO-16056. 


Title. 


Library of Congress e 
Copyright Office 





En canots sur les traces de Marquette. 
ANDRIEU, PHILIPPE. 
En canots sur les traces de Mar- 
quette. Illustrations de H. Vogel. 
253 p. © René Julliard; 25May54; 
AFO-14787. 


I. Julliard, René, firm. 


Library of Congress ~ 


Copyright Office 





eM 





M25 En ¢arriole. 


‘ 


Margat, YveSe 

En carriole; pour piano. Paris, 
Durand & cie. 36fre 

© 25Sepl6; publisher; EF2969. 


Ie Title 


& Music cate 


EN CARRIOLE; pf. © 9Junli7, E400526. 
_R71752, 18Dec50, René Chansarel (A) 


Library of Congress i 
Copyright Office 





En e¢asserole. 


O-RA-MES, from En casserole; w Ernest 
Melvin & P. West, & m. © 29Jun2l, 
E507806. R35820, 30Jun48, Kela 
Melvin (W), Percival West (A) & 

H. B. Hedley (A of m) 


Library of Congreas « 
Copyright Office 





En ce temps-ci, 


JOATTON, POL, 
En ce temps-ci; ou, Le mystére contem- 
porain, Paris [1952] 147p. © Desclée 
de Brouwer; 200ct52; AF0-9711. 


I, Desclée de Brouwer. 


Library of Congress & 
Copyright Office 





Em ce temps-14. 


Mégret, Christian. 
En ce temps-la, roman. Paris, Plon ,1944, °1943;, 
ii, 360 p. 21cm. 


1. Title. 
PQ2625.E316E5 843.91 
© Librairie Plon; 30Dec43; AF4410. 


Library of Congress i ay 





En ce temps-1a. 


M1731 TRENET, CHARLES, 1913- 
2 En ce temps-la; paroles & musique de 
a. Charles Trenet, Paris, R, Breton. 
© France-Music Corp,; 13Feb52; 
EF 17488, 


I, Title. 


Library of Congress e 
Copyright Office 





En ce temps-la (souvenirs). 


Berteaux, Eugéne. 
... En ce temps-la (souvenirs) préface de Jean Cassou. Paris, 
Editions du Bateau ivre ,1946, 


3 p. 1, ix—xiii, (1), 15-310, (2; p. 19™. 


1. Title. 
PQ2603.E7225E5 47-17666 
© 20May46; publisher; AF 1946. 


Library of Congress 12) 





M2095 ALAIN-GOMMIER, MARIE CLAIRE, 1926- 

A En cette nuit; choeur & 3 voix mixtes [by] 
Marie Claire Alain-Gommier. © Rouart, 
Lerolle & cie., Paris; 5Nov52; EF0-18009, 


I, Title. 


Library of Congress eS xM2092.3 
Copyright Office 





EN CHANTANT SUR LA ROUTE; for orchestra 
by Maurice Pesse. © 15May27;3 
E669073. Henri Cousin (E); 12Nov54; 
R138957. 


Library of Congress o 


Copyright Office 





EN CHANTANT SUR LA ROUTE; for piano 
by Maurice Pesse. © 31Dec26; 
E668508. Henri Cousin (E); 24May54; 
R131198, 


Library of Congress oe 


Copyright Office 





En Chemyse. 


CHANSON MOYENAGEUSE, de En Chemyse; 
ptes. d'orch. © on arr., 15apre4 , 
E583827. R84392, 80ct51, Raoul 
Moretti (A) 


Library of Congress e& 
Copyright Office 





En Chemysd. 


CHANSON MOYENAGEUSE, de En Chemyse; 
paroles d'Albert Willemetz & Cami, 
& m. © 15Apr24, E583831. R84396, 
80ct51, Raoul Moretti (A of m) 


Library of Congress & 


Copyright Office 





En Chemyse. 


LA CORDE AU COU, de En Chemyse; paroles 
d'Albert Willemetz & Cami, & m. 
© 15Apr24, E583835. R84400, 80ct51, 
Raoul Moretti (A of m) 


art. 
Library of Congress 


Copyright Office 





En chemyse. 

LA CORDE AU COU, de En chemyse; 
© 12Jun24, E592882. R84949, abctsi, 
Raoul Moretti (A) 


Drv - 6 1959 


=e. 


Library of Congress * : 
Copyright Office 





En chemyse. 


LA CORDE AU COU, de En chemyse; ptes. 
d'orch., avec paroles. © 12Jun24, 
E592872. R84945, 80ct51, Raoul 
Moretti (A) 


(95% 
art -% 


Library of Congress @ 
Copyright Office 





En Chemyse. 


DAMOISELLE, de En Chemyse3 ptes. 
d'orch., avec paroles. © on arr., 
15Apr24, E583828. R84393, 80ct51, 
Raoul Moretti (A) 


Library of Congress & 
Copyright Office 





En Chemyse. 


DAMOISELLE, de En Chemyse; paroles 
d'Albert Willemetz & Cami, & m. 
© 15Apr24, E583833. R84398, 80ct51, 
Raoul Moretti (A of m) 


Library of Congress & 


Copyright Office 





En chemysé€e 


DAMOISELLE, de En chemyse; 
© 12Jun24, E592879. nagte. 80ct51, 
Raoul Moretti (A) 


Library of Congress oe 
Copyright Office 





En Chemyse. 


LA GIRL ET LE HOMARD, de En Chemyse; 
paroles d'Albert Willemetz & Cami, 
& m. © 15Apr24, E583836. R84401, 
80ct51, Raoul Moretti (A of m) 


art. 


Library of Congress eo 


Copyright Office 





En Chemyse. 


ISOLINE; VA DANS LA CUISINE, de En 
Chemyse; paroles d'Albert Willemetz 
& Cami, & m. © 15Apr24, E583830. 

8 ek ae 80ct51, Raoul: Moretti (A 
of m 


Library of Congress & 
Copyright Office 





En chemyse. 


ISOLINE VA DANS LA CUISINE, from En 
chemyse; by Raoul Moretti; for 
orchestra, with w; pts. © 26Sep24, 
E598297. R92674, 28Mar52, Raoul ~ 
Moretti (A) 


Library of Congress 
Copyright Office 





En Chemyse. 


LAHIRETTE, de En Chemyse; ptes. d'orch., 
avec paroles. © on arr., 15Apr24, 
E583829. R84394, 80ct51, Raoul 
Moretti (A) 


Library of Congress eS 
Copyright Office 





En Chemyse. 


LAHIRETTE, de En Chemyse; paroles de 
Albert Willemetz & Cami, & m. 
© 15Apr24, £583832. R84397, 80ct51, 
Raoul Moretti (A of m) 


A oe 


Library of Congress 6 


Copyright Office 





En Chemyse. 


PAR LES SENTIMENTS, de En Chemyse; 
paroles d'Albert Willemetz & Cami, 
&m. © 15Apre4, E583837. RB4402, 
80ct51, Raoul Moretti (A of m) 


Library of Congress S 


Copyright Office 





En chemyse. 


PAR LES SENTIMENTS, de En chemyse; 
ptes. d'orch., avec paroles. 
© 12Jun24, E592868. R84942, 80ct51, 
Raoul Moretti (A) 


Library of Congress 
Copyright Office 





Bn chemysee 


LE PAS DE CALAIS, de En chemyse; 
paroles d'Albert Willemetz & Cami, & 
-m. © 12Jun24, E592888. R84955, 
80ct51, Raoul Moretti (A of m) 


aa 


Library of Congress 
Copyright Office 





En Chemyse. 


LA ROSE TREMIERE, de En Chemyse; 
paroles d'Albert Willemetz & Cami, 
&m. © 15Apr24, E583834. R84399, 
80ct51, Raoul Moretti (A of m) 


- (90% 


amt. 


Library of Congress 
Copyright Office 





EN chemyse. R92857. SEE Moretti, Raoul. 





En cornouailles. 


EN‘) KERNEO. / EN CORNOUAILLES, op. 23; 
m Louis’Vuillemin; pf. © 200ct22, 
E550015. R58091, 19Jan50, Lucie 
Pelletier Vuillemin (w) 





En Cornouailles, op.23. 


EN KERNEO. En Cornouailles, op.23; 
for orchestra by Louis Vuillemin, 
1. Ptis.- 2. Score. © 5Dec25; 
E630861-630862. R111798-111799; 
6May533; Editions Durand cie (PWH) 


Library of Congress 
Copyright Office 





EN CRIMEE; by Modest Petrovich Musorg- 
skii, transcription for violin & 
piano by Olga Hueber. © 8Jun25, 
E615277. R107904, 19Feb53, Universal- 
Edition, A.G. (PWH of 0. Hueber) 


Library of Congress 
Copyright Office 





EN CUBA; Cuban folk song, translated & 
marr.; high voice. © 29Jan23, 
E555808. R72445, 2Jan51, Frank 
LaForge (A of translation & 
arrangement ) 


Library of Congress 
Copyright Office 





En cubita se goza. #1 


M1356 RUIZ, ROSENDO. 

eR En cubita se goza, son tropical, letra 
y misica de Rosendo Ruiz, arr. de H, 
Bello. © Peer International Corp., 
La Habana; 26Apr):8; EF9180. Piano- 
conductor score (orchestra) and parts; 
with words. 





En dansant. 


M1356 CANDRINO, JOSE. 

<_ Si, Chiquita. Dime que si, En dansant, 
Bolero, testo italiano di U. Bertini, testo 
originale di J, Teruel [pseud.] testo 
francese di L, Lagarde, musica di José 
Candrino. [Piano-conductor score 
(orchestra, with words) and parts] Appl. 
states prev. reg, 1951. © on Italian 
words; Edizioni musicalcine, Milano; 
24Dec52; EFO-18353., 


I, Title. Il, Title: . Dime que si, 


Library of Congress * 
Copyright Office (Continued on next card) 





En dansant. . 
CANDRINO, JOSE. 
Si, Chiquita, EF0-18353, (Card 2) 


Ill, Title: En dansant. [IV. Bertini, Umberto, 
1900- V. Sentis, Jose, 1888- 
VI, Lagarde, Lucien, 1905- ] 


Library of Congress & 
Copyright Office 





En'de que te vi. 


© Ediciones Internacionales Fermata; 
2lApr52; EF24151. 


1958 reg. 





En de secrétres noces., 


MARCEAU, FELICIEN. 
En de secrétes noces. 239 p 
© Calmann=Lévy; 30Mar53; AFO=11612. 


I. Calmann=Lévy, firm. 


Library of Congress se 





M25 
oR 





En descendent. 


Renard, Alex. 
En descendant. Paris, F. Day. 


© 31Dech2; 1c 5Marh6; Publications 
Francis Day (s.2.); EF1215. 
For piano solo. 


is Title. 


Music cat. 


Library of Congress 


Copyright Office 


EN 1830; m Edouard Mathe © Suzanne de 
Pauw 19Feb52 EU266061 >: 


Library of Congress wo 


Copyright . Office 





£ 4 
En donde esta mi saxofon. 


M1683 ROSAS, FERNANDO. 

22 En donde esta mi saxofén; de Fernando 

R Rosas. [For voice and piano] © Promoto- 
ra Hispano Americana de Misica s.a., 
México; 18Dec52; EF0-19382. 


I, Title, 


Library of Congress 
Copyright Office 





EN DONDE ESTAS w & m Jaime Yamin 
© Caribbean Music Co. 13May8 
EU130065 


Library of Congress = 


Copyright Office _ 





EN DONDE ESTAS; w & m Luis Senior 
“ © Peer International Corp. 19Nov51 
EU256785 


DEc 10 1951 


Library of Congress & 
Copyright Office ‘ 





En dénde estas. 

M1356 VILLANUEVA, MARGOS DE. 

<V¥ En dénde estas, bolero, de Margos de 
Villanueva, orquestacién de Jaime 
Lopez. © Promotora Hispano America- 
na de Musica, s.a., Mexico, D. P.: 
3Mayh8; EF9)02. Piano-conductor 
score (orchestra) and parts; with 
words. 


Library of Congress S 
Copyright Office 





En donde estas, amor. 
Colina, Niera. 





EN DOUCE; fox-trot; pf. © 31Dec22, 
£556241. R67564, 21Sep50, Maurice 
Yvain (A) 


OCT 16 4959 


Library of Congress & 
Copyright Office 





EN DOUCE; paroles de Albert Willemetz & 
Jacques Charles, & m. © 31Dec22, 
E550250. R67570, 21Sep50, Maurice 
Yvain (A of m) 





En douce. 


MISS BLUES, from En douce; pf. 
© 31Dec22, E557295. R67586, 21Sep50, 
Maurice Yvain (A) 


Library of Congress + 
Copyright Office 





En douce. 


LA VIOLETERA, de En douce; paroles de 
Albert Willemetz & Saint-Granier, 
paroles a pipe. de Eduardo 
waa 


E567429. Arps, éhonat Sosé 


Padilla (A of 


JUN 29 1851 
aT trary of Congress 
Copyright Office 





6 

EN DOUCE. /ON THE Q.T., from Innocent 
eyes; w Albert Willemetz & Jacques- 
Charles [pseud. of Charles Jacques], 
m Maurice Yvain, & American version. 
© 24Jan24, E579181. R73370, 
24Jan51, Tot Seymour (A of American 
version} 


- 1954 


Library of Congress 
Copyright Office e 





Bn Scoutant chanter le vents 
— Hess, Johnny, EF1125, 





En eo mon coeur chanter. 


M1731 HERPI 
En pcan mon coeur chanter,. 


eH (All of a sudden my heart’ sings) 
Paroles de Jamblan [pseude] et 
{English words by] Harold Rome; 
musique de Herpin. La nouv.e 
version francaise du ... succés 
twa mie." ©@Rsoul Breton, 


Paris; on new French words; 
gDech5; EF3711. 


I. Blanvillain, Jean, iyrteves 
II. Rome, Harold, lyricist. III. 
Titiec. Iv. Title: All of a sudden 


Library of Congress my heart sings. 
a Music Cat. 





En écoutant mon vieux phono. 


M1731 LUCCHESI, ROGER ANTOINE, 1912- 

v2 En 6coutant mon vieux phono; slow, 

mn © paroles de Annie Rouvre [pseud. ], 
musique de Roger Lucchesi. © Les 
Nouvelles Editions Méridian, Paris; 
15May50; EFO-5120, 


I. Title. [Il. Neuburger, Colette, 1929- 
] 


Library of Congress 
Copyright Office 





EN EFPEUILLANT LA MARGUERITE. DU53550. 
SZE Bernard-iuc, Jean. 





EN EL CAER DE LA TARDE; w & m Piro 
Valeiro © Peer International Corp. 
2Jul54 EU363325 


not art. 


Library of Congress rd 
Copyright Office 





Bn el cafetal. 


M1680 SEMIDEI, JULIO I 

re En el cafetal; letra y mlisica de 

ars) Julio I. Semidei. © Peer Inter- 
national Corp., New York; 
5Jul48; EP28873. 


i Tite. 


Library of Congress e 


Copyright Office 





En el camino mafiana. 
McLeish, Harriet A. Louther. 





EN EL CANAVERAL w & m Leopoldo 
Gonzalez © Caribbean Music Co. 


ZNov47 EU101091 





EN el coche, JF 2021 see Paul, Agnes 
Schubert. 





EN ¢1 columpio. JF 2025 see Paul, Agnes 
~ Schubert. 





En el cortijo. 


M24 TURINA, JOAQUIN, 1882-1949. 

‘es *En el cortijo; [by] J. Turina, [op. 92] 
[For piano] 10 pts. © Union musical 
espanola, Madrid; 30Dec40; EF15369. 


I. Title. 


Library of Congress 
Copyright Office 





EN EL DIA DE LAS MADRES; w, m & © 
Eduardo Padilla Silva 18Jul51 
EU244927 


\ 


ivy \ 
32 


we” 


Library of Congress 
Copyright Office 





EN EL EXTRANJERO; w, m & © Calixto 
Eduardo Varela 29Jun53 EU322355 


Library of Congress e 
Copyright Office 





EN EL FONDO DE LA COPA; w & m Joaquin 
Oliver © Peer International Corp. 
21Apr54 EU356242 


Library of Congress ’ & 


Copyright Office 





EN EL MOMENTO QUE TE CONOCI ©@w & m 
Pedro Pons Puente 90ctl7 BU97513 


Library of Congre:s & 
Copyright Offce 





En-el pinar, 


1621 JAUMANDREU OBRADORS, FERNANDO, 
d. 1945. 
Enel pinar; cancién [by] F. J. Obradors. 
[For voice and piano] © Unién Musical 
Espafiola, Madrid; 30Dec52; EF0-20102. 


I, Title. 


Library of Congress S 
Copyright Office 





En el puerto. 


M1356 ARQUELLADAS, FERNANDO R 

oA En el puerto; pasodoble, [by] Fernando R. 
Arquelladas, © Fernando R. Arquelladas; 
30Dec40; EF13780. Piano-conductor 
score (orchestra) and parts, 


I. Title. 


Library of Congress 
Copyright Office @ 





EN EL SUBWAY © w & m Elui Romero 
Rivera 28Aprl8 £U127227 


Library of Congress & 


Copyright Offce 





En el viejo Mejico. See 


Allaire, Blanche L. Down in old 
Mexico. 





tT 


En "er™ mundo. 


M25 QUINTERO, JUAN. 

«Q En "er" mundo, paso doble de Juan 
Quintero y Jesus Fernandez Lorenzo 
{arr. by Max Urban] © Ediciones 
Atlas, s. a., México; 15Dec46; 
EF10566. For piano. 


I. Fermandez, Lorenzo Jestis, joint 
composer. II. Urban, Max, 1894- 
arr. ITI. Title. 


Library of Congress & 


Copyright Office 





En er mundo. 


M31 FERNANDEZ LORENZO, JESUS, 1903- 

.F En er mundo; pasodoble, mitisica de Jesus 
Fernandez Lorenzo y Juan Quintero, [For 
piano] © Jesus Fernandez Lorenzo & 
Juan Quintero Mufioz, Madrid; 4Jul52; 
EFO-17184., 


- Quintero Mufioz, Juan, 1903- 
Title, 


Library ot Congress - 


Copyright Office 





EN ESOS OJOS VERDES © w & m Manuel 
Noceda Garcia 12May49 EU167229 





A 
En é6tes vous bien sir. 


M1508 MISRAKI, PAUL. 
(En tes vous bien sir) C'est 


comme ca que j'suis, [from the] 
film En &6tes vous bien sfQr, 

paroles [by] Andre Hornez, musique 
{vy] Paul Misraki. Paris, Imperia, 
© Rayven Music Co., inc,, New York; 
4Oct46; EF11169. 


It, Title, 


I. Hornez, Andre, lyricist. 
III. Title; En @tes vous bien sr. 


xM1508 .9 





En fabodfrojd. 


M1775 JACOBSON, ERIK AXEL, 

By En f&bodfréjd; fabovals, musik o text: 
od Acke Jacobson, 3:- © Lelands 
musikférlag, Stockholm; 1Nov53; 


EF0-23413, 
I. Title, 


not art. 


Library of Congress & 


Copyright Office 





En fagel i handen. 
BROWALLIUS, IRJA, 
En fagel i handen, roman. Stockholm 
[1952] 271 p. © Albert Bonniers férlag 
a.-b.; 8Sep52; AF0-8861,. 


I, Bonniers (Albert) férlag a.-b. 


Library of Congress 
Copyright Office 





En famille. 


MALOT, HECTOR HENRI, 
En famille. Illustrations de A. Chazelle, 
[Paris, 1952] 2v. [Idéal-bibliothéque] 
© Librairie Hachette; 13Nov52; AF0-9929, 


I. Chazelle, Albert, illus. 
Ii. Hachette, Librairie, 


Library of Congress eo 
Copyright Office 





EN FLANANT; w Carlo Vinci m Pasquale 
Benedetto © Pasquale Benedetto 2Jan52 
EU259868 


FEB -7 1952 


Library of Congress io 
Copyright Office 





EN FLANANT A PARIS; paroles de Audif- 
fred & Léo Lelievre fils, m Paul 
Dalbret [pseud. of Paul Van Trappe] 
© 18Mar24, E583282. R84350, 80ct51, 
Emilienne Burly Van Trappe (W) 


Library of Congress eS 
Copyright Office 





En Flandes se ha puesto el sol. 
R98371. SEE 
Marquina, Eduardo. 





M175 HORNERE, YVETTE, 1922- 

A4H En fléche; mazurka pour accordéon de 
Yvette Horner [pseud.] © Publications 
Francis Day, s.a., Paris; 10Jun52; 
EF 0-15264. 


I, Title. 


Library of Congress 
Copyright Office 





En forbryter. 
Vatnestrgm, Knut. 

«ee En forbryter. Oslo, Gyldendal 
norsk forlag, 195. 

2h8 p. 20cm, 


© 10Dech5; le 27Julk6; publisher; 
AF1105. 


eel G Leis 
Library of Congress 
Copyright Office 





En foret. (op. 404 


Bozza, Bugéne. 

En forét. [Op.l.0] Paris, A. Lcduc. 
EET S 

© llMeyhl; le 5SMarl6; i1lphonse Leduc 
St cic .7 EP541. 

Score (horn and piano) and part. 


i Been is Roe 


e Music 


Library of Congress 
oe esis be errs 





En foret dtArdenne,. 


M457 SERVAIS, THEO, 1898- 

543 En foret d'Ardenne; grand quatuor pour 

E5 cors d'harmonie [by] Theg Servais. 
[Parts: 4 horns] fr.35 © Editions musi- 
cales Brogneaux, Bruxelles; 6Jan53; 
EF0-17856, 


I, Title, 


Library of Congress eG 
Copyright Office 





En forvaent unge. 


Presskorn-Thygesen, Nanni. 
... En forvent unge. Kgbenhavn, Gyldendal, 1946. 
75p. 20cm. 


I. Title. 
PZ53.P7F7 47-26570 


© 90ct46; 1c 22Apr47; Gyldendalske boghandel, Nordisk 
forlag, Copenhagen ; AF2931. 


Library of Congress re ay 





En frégate. 


M1356 DULEU, EDOQUARD, 1909- 

-D En frégate; valse, musique de Edouard 
Duleu et Emile Noblot, [Piano-conductor 
score (orchestra) and parts] (With his 


Le canari tyrolien) © Editions Edouard 
Duleu; 28Jul53; EFO-23211, 


I. Noblot, Emile, 1908- Il, Title, 


not art 


Library of Congress » 


Copyright Office 





En Galicie. 


M1003 BOUTNIKOFF, IVAN GRIGORIEVICH, 
.B 1893- 
*In Galizien; sinfonische Suite. En Galicie, 
suite symphonique, [by] J. Boutnikoff. 
Op. 11. Leipzig, Breitkopf & Hartel. 
[Score: orchestra] © Ivan Boutnikoff; 


240ct24; EF14935. 


I. Title. IL. Title: En Galicie. 


Library of Congress 
Copyright Office 





EN GAMMAL MELODI; m & © Gerard 
Tersmeden 80ct53 EU333746 


Library of Congress € 





En gang ry 


M2199 ASLUND, VERNER, 1903- 

A En. g4ng; sang f6r en rést och piano, ord 
och musik: Axel Bornell [pseud.] och 
Pelle Lund [pseud.] Kr.2:- © Ab Carl 
Gehrmans musikférlag, Stockholm; 
10Dec52; EF0-18174, 


I, Fellborn, Lars Axel. II. Title. 


Library of Congress 
Copyright Office 





En glimt av himlen. 


M1356 SANDELL, NILS-ERIK, 
S En glimt’ av himlen, vals, musik och 
arrangemang: Niis-Erik Sandell, text: 
Roland Eiworth. © Ehrling & Lafvenholm 
ab, Stockholm; 1Jan48; EF11833. Parts: 
- orchestra; with words. 


I, Eiworth, Roland, lyricist. IL. Title. 


Library of Congress 
Copyright Office S 





mié21 JONSSh?”-soser, 

oJ Bp Grav; till text av Oscar 
Stjerne, [by] Josef Jons#on. © 
Féreningen svenska tonsattare, 
Stockholm; lJanl4; EF7112. 


I. Stjerne, Oscar, lyricist. II. Title. 





En hund i et spil kegler. 


Bentzon, Inger, 1886— 
... En hund i et spil kegler. Kgbenhavn, Gyldendal, 1944. 
8ip. 20™. 


L. C. copy imperfect : p. 66 wanting. 


1. Title. 
PZ53.B46H8 47-19145 


© 23Sep44; 1c 29Jan47; Gyldendalske boghandel, Nordisk 
forlag, Copenhagen ; AF'5698. 


Library of Congress eS (2) 





En "ic" et en toc". 


M1731 LORIN, ETIENNE, 1913- 

<2 En "ic" et en "oc"; paroles de Boby 

cL Forest [pseud. ], musique de Etienne 
Lorin. © Arpége, Paris; 30Mar50; 
EFO-4334. 


I. Title. [Il. Proslier, René, 1907- 


Library of Congress € OCT -4 1950 


Copyright Office 





EN INFECCIONES del arbol respiratorio. 
KK61669. SEE Abbott Laboratories. 


@ MAY 23 1951 





En Irlande. 


M257 BOZZA, EUGENE, 1905- 

B En Irlande; par E, Bozza. [Score (horn 
and piano) and part] 15 fr. © Alphonse 
Leduc & cie, Paris; 31Dec51; EF0-12489, 


I, Title, 


Library of Congress 
Copyright Office 





En kayak du Gabon au Mozumbique. 


PATRY, MAURICE. 

En kayak du Gabon au Mozumbique. 
Préf. de Cl. Hettier de Bois- 
lambert. Avec 1 carte et 26 
photos. 236 p. © René 


Julliard; lJan54; AFO-13509. 


I. Julliard, René, firm. 


Library of Congress & 


Copyright Office 





EN KEDVESEM. My own darling © English 
w & m William Dunlap Harwell 
29Mar49 EU164902 


Library of Congress ©@ 


Copyright Office 





EN KELOHENU with w, @m Eric Mandell 
7Novl.7 EU102077 


Library of Congress e 
Copyright Office 





EN KELOHENU with m © arr Harry Haupt- 
mann & Margaret Collin Cohn 7Mar49 
Ev159241 


Library of Congress & 
Copyright Office 





EN KERNEO. En Cornouailles, op.23; 
for orchestra by Louis Vuillemin. 
1. Pte.- 2. Score. © 5Dec25; 
E630861-630862. R111798-1117993; 
6May53; Editions Durand cie (PWH) 


Library of Congress 
Copyright Office 





EN KERNEO. / “EN CORNOUAILLES, op. 23; 
“mn Louis Vuillemin; pr. © 200ctce. 
E550015. R58091, 19Jan50, Lucie 
Pelletier Vuillemin (w) 


Library of Congress @ 
Copyright Office 





En la ardiente oscuridad. 


BUERO VALLEJO, ANTONIO, 

En la ardiente oscuridad, drama en 
tres actos; edited by Samuel A, 
Wofsy. With an introd. by Juna 
R-Castellano. 196 p. © Charles 
Scribner's Sons; 10Feb54; 
A128120, 


I. Wofsy, Samuel A., ed. 
II. Scribner's (Charles) Sons. 


Misc A. 


Library of Congress & 1A— 


Copyright Office 





En la ardiente oscuridad. 


BUERO VALLEJO, ANTONIO, 

En la ardiente oscuridad, drama en tres 
actos, [Madrid] Ediciones Alfil [1951] 
86 p. illus. (Colecci6én Teatro, no. 3) 
© Antonio Buero Vallejo; 20Dec51; 
AFO-7159. 


Library of Congress & 
Copyright Office 





En la Bobera,. 


4 

M1356 CARBO MENENDEZ, J 

aS En la Bobera; guaracha, letra y mtsica 
de J. Carb6é Menéndez, arr. de Juan 
E. Lazaga, [Piano-conductor score 
(orchestra) and parts; with words] $0.50 
© Peer y Cia., s.l., Habana; 27Aprs50; 
EFO-3581, 


I. Title. [II, Lazaga, Juan E, ] 


Library of Congress S 
Copyright Office 





En la botella,. 


M1356 CASTILLO, UBALDO, 1913- 

< En la botella; guaracha montuno, letra, 
musica: Ubaldo Castillo, arr.: Angel 
Castro, [Piano-conductor score (or- 
chestra) and parts] © Editorial 
Circuito Coordinador Artistico, Habana; 
10Nov54; EF0-31336. 


Title. [II. Castro, Angel] 


Library of Congress & 





EN LA COMPARSA: by Bobby. Capo © Edward 
B. Marks Music Corp. 24Feb54 
EU348903. Notice 9Mar54 v23 p695 


Library of Congress 


Copyright Office @ 





-EN LA COMPARSA; w & m Felix Rodriguez 
© Edward B. Marks Music Corp. 
24Feb54 EUZ48903 


Library of Congress & 
Copyright Office 





EN LA CORTE DEL REY SOL; couplet, 
w Cortadillo, m F. Orejon. 
© 30Dec19; #468373. 18675; 
9Mayh7; Felipe Orejon (A) & 
Cortadillo (A), ‘Madrid. 





En la estacién,. 


M1683. MENDEZ DEL CASTILLO, RUBEN. 

o2 En la estaci6n; [or] El trenecito cancion 

-M ranchera [by] Rubén Mendez del 
Castillo, [For voice and piano] 
© Promotora Hispano Americana de 
Mifsica, s:a., México; 7Apr54;-EF0-26317. 


I. Title. Il. Title: El trenecito. 


Library of Congress eo 





En la fuentes de Aranjuez. 


M1621 ROMERO BRAVO, ALFREDO, 1906- 

.R En la fuentes de Aranjuez; tonadilla, letra 
de J. Antonio Verdugo, mvfsica de Alfredo 
Romero. 8 Pts. © Unién Musical 
Espanola, Madrid; 21Jan49 (in notice: 
1948); EF18087. 


I. Title. [II. Verdugo Torres, José 
Antonio, 1916- ] 


Library of Congress 
Copyright Office 





En la Habana est& el amor. 


MILLA, FERNANDO DE LA. 
En la Habana estd el amor; 0, El arte de 
ser adultera, Habana, Editorial 
“Tumen’’, 290 p. © Fernando de la 
Milla y Alonso de la Florida; 25Aug49; 
AF-044, 


Copyright Office 


Library of Congress @ sma/ mg 





EN LA HUELLA; w Horacio Zubiria, m 
Manuel Joves. © 28Jun26, E639926. 
R118153, 29Sep53, Manuel Joves (A) 


Library of Congress @ 





En la huella del dolor. 


M1688 CIANCIO, GUILLERMO DEL. 

eA72C En la huella del dolor, tango, letra 
y misica de. Guillermo del Ciancilo. 
© Editorial Argentina de Musica | 
Internacional (E.D.A.M.I.) s.r.l., 
Buenos Aires; 30Dec47; EF10151. 


I. Title. 





EN LA ISLA DEL PARAISO. On the island 
of Paradise; English w, m & © James 
Clyde Ealey 28Apr54 EU356212 


Library of Congress oe 


Copyright Office 





EN LA NOCHE BUENA © w & m Imogene 
“ Humphrey 13Febl.8 on translation 
EU117749 


Library of Congress 


Copyright Office e 





En la noche de boda. 


CABRERA, ANTONIO GARCIA, 1908- 

En la noche de boda; Las de bejar, 
pasodoble, mfisica de A, Cabrera, ietra 
de J. Andres de Prada y J. Gasa, [Piano- 
conductor score (orchestra, with words) 
and parts] © Canciones del Mundo, Bar- 


celona; 20Aug51; EF0O-10544, 


I, Title. Il. Title: Las de bejar. [ID]. Prada 
Delgado, José Andrés de, 1885- IV. Gasa 
Mompou, Joaquin, 1901- ] 


Library of Congress 
Copyright Office 





En la noche dé boda. 


M1508 CABRERA, ANTONIO. 

(Esta noche no me acuesto) En la noche de 
boda; pasacalle de la revista Esta noche 
no me acuesto, letra de J. Andrés de 
Prada y J. Gasa, misica [de] Antonio 
Cabrera. 5 ptas. © Arcin, Ediciones 
Musicales, Barcelona; 24Feb50; 
EFO-4274, 


I. Title. II. Title: En la noche de boda. 
[Iil. Prada, José Andrés de, 1885- 
IV. Gasa, Joaquin] SEP 1 3 1950 


Library of Congress 
Copyright Office oS xM1508.8 





En la orilla del mar. 


© House of Mexican Music; 21Dec53; EF2382e. 


1958 reg. 





EN LA ORILLA DEL MAR; w, m & © Emma 
Juarez Trevino 17Nov53 EU339006 


Library of Congress ¢ 
Copyright Office 





En la otra vida. 


MENDIZABAL, RAMON, 1907- 

En la otra vida. Tu resteras; boléro, 
paroles espagnoles de R. Mendizabal, 
paroles frangaises de Blanche Ramel, 
musique de Ramon Mendizabal et André 
Dauchy. [Piano-conductor score (orches= 
tra) and parts] © Julio Garzon, Paris; 
17Dec53; EF0-25000, 


I, Dauchy, André, 1925- II, Title. 
Ill, Title: Turesteras. [IV. Ramel, 
Georgette Blanche, 1910- ] 


Library of Congress @ 





tT 
En 18 pan 


M1680 CONCEPCION, CESAR. 
2 En la papa; plena, Puerto Rican be-bop. 
- Letra y mtisica de Cesar Concepci6n. 


© Peer International Corp., New York; 
200ct48; EP68925, 


I, Title. 


Library of Congress 
Copyright Office 





En 18 penumbra. 


M1688 COBIAN, JUAN CARLOS, 1903- 

A72C En la penumbra; tango, letra y miufsica de 
Juan Carlos Cobidn. $3.- © Editorial 
Argentina de Misica Internacional srl, 
Buenos Aires; 6Oct53; EF20358. 


I. Title. 


Library of Congress & 





En la plantacién 

M1355 OREFICHE, ARMANDO. 

PaO) En la plantacion. Dans la planta- 
tion. Rumba lente chantée, paroles 
frangaises de Antoine Baldoni, 
musique de Armando Orefiche, arr- 
angement [by] Ernesto Vazquez. 


© Les Editions de Paris, Paris; 
31Dec36; EF8l32. Piano-conductor 
score (orchestra, with Spanish 
and French words) and parts. 


Library of Congress €& 


Copyright Office 





En la playa. 

BLUE, BLUE WATERS (BALLAD). En la 
playa; English w Grace Frink, Spanish 
w Jose Guadalupe Saldana m Max Urban 
© Grace Frink 16Feb53 EU304116 


Library of Congress 
Copyright Office 





En la playa. 

BLUE, BLUE WATERS (WALTZ). En la 
playa; English w Grace Frink, Spanish 
w Jose Guadalupe Saldana m Max Urban 
© Grace Frink 16Feb53 EU304115 


Library of Congress 
Copyright Office 





\ 
\ 


EN LA PLAYA; m Isaac Manuel Francisco 
Albéniz, guitar arr. Severino Garcfa 
Fortea. © oon arr., l0Nov25, EF18659. 
R110031, 8Apr53, Estrella Garcfa 
Fortea (NK) 


Ganefo Fortea 


Library of Congress 
Copyright Office 





En la playa. 


M129 ALBENIZ, ISAAC MANUEL FRANCISCO, 
A 1860-1909. 
En la playa; recuerdo [by] I. Albéniz, . 
transcripcién para guitarra por S, Garcia. 
Pts.5.- © on arrangement; Unién Musical 
Espafiola, Madrid; 10Nov25; EF18659, 


I; Title [Il. Garcfa Fortea, Severino, d, 
1930] 


Library of Congress 
Copyright Office 





En la puerta del amor. 


M1356 McKNIGHT, HOWARD WILSON, 1895- 

-M En la puerta del amor; rumba bolero 
[by] H. Matéo [pseud.] [Piano-conductor 
score (orchestra) and parts] © Howard 
Wilson McKnight; 15Nov50; EF16822. 


I, Title. 


JUL 26 1951 


Library of. Congress 
Copyright Office 





En la puerta del sol. 


AT THE DOOR OF THE SUN. En la puerta 
del sols; w, m & © Benjamin Fernandez 
Solis 150ct54 EU374128 


Library of Congress 


Copyright Office 





En la soledad. 


ALWAYS IN MY DREAMS. En la soledad; 
English w Sandra Manion Spanish w & 
m Otilio Rivera © Otilio Rivera & 
Maye L. Earl 17May54 EU358276 


Library of Congress eh 


Copyright Office 





EN LA VIDA NO HAY IMPOSIBLES; w & m 
René Touzet © Peer International 


Corp. 250ct54 EU374857. 


Library of Congress & 
Copyright Office 





EN LANGUEDOC, nos. 1-5; suite, 
m Déodat de Séverac; pf. 
© 250ct19; sh61h7h. R275; 
270cth7; on new ed.; Henriette 
Tardieu (W) 





EN LAS CANTINAS w & m Luis M. Moreno 
© Esther Orozco 27Sep48 EU147074 


Library of Congress 
Copyright Office 





M1688 
eA72C 





En las playas uruguayas. 
HORE, CHARMION, 1898=- 

En las playas uruguayas. (On the 
Uruguayan beaches) eee Words and 
music [by] Charmion Hore, piano 
accompaniment [by] Harry Walker. 

Buenos Aires, Lottermoser]} 
© Charmion Hore & Harry Walker, 
Buenos Aires; 1Novlj63 EF52526 


Ie Walker, Harry, 1917- arre 
II. Title. TIIIe Title: on the 
Uruguayan beachese 


‘ 


Library of Congress 
Copyright Office Music Cate 


En, lille fjer kan nok blive til fem 
hgns. 


HOFFDING, FINN, 1899- 

Det er ganske vist; En lille fjer kan nok 
blive til fem hgns, symfonisk fantasi 
for orkester efter H, C, Andersens 
eventyr [by] Finn H¢ffding. Op.37. 
K¢benhavn, Edition Dania. (Samfundet 


til udgivelse af dansk musik, [Publikation] 
3.ser., nr.80) [Score] © Samfundet til 
udgivelse af dansk musik; 1Apr44; 
EF17498, 


I, Title. I, Title: En lille fjer kan nok 


blive til fem & hgns. ° (Series) 
Library of Congress 
Copyright Office 





En lisant Dickens. 


(Chartier, Emile, 1868- 
... En lisant Dickens... ,Paris; Gallimard ,1945, 
189p.,21 183”. 


Author’s pseud., Alain, at head of title. 
“Sixiéme édition.” 


© 40Julh5; le 300ctlh5; Librairie 
Gallimard; AF276. 


1. Dickens, Charles, 1812-1870. 1. Title. 
(Full name: Emile Auguste Chartier, 


A 46-2350 
Harvard univ. Library 
for Library of Congress & PR4588.C387 
(it 823.83 





En liten julkantat. 


M2075 NORRMAN, RUDOLF, 

.N En liten julkantat; text: Grundtvig, 
Svers&ttn. av O, Mannstr6m [music by] 
Rudolf Norrman, [Score: chorus (SAB) 
and 2 recorders] © A.-b. Nordiska 
musikf6rlaget, Stockholm; 11Aug53; 
EF0O-22709, 


I, Title. [II. Grundtvig. Il. Mannstrd3m, 
0.] 


Library of Congress & 
Copyright Office xM2072.7 





En los trigales. 


© Joaquin Rodrigo Vidre; 15Novli9; EF222)5, 
SEE 


1955 file. 


Library of Congress 





PT8950 En lykkelig tid. 
W7L75 
Wildenvey, Herman, 1885-— 


... En lykkelig tid. Oslo, Gyldendal, 1940. 
317 p. 20™. 


I. Title. 


(Name originally: Herman Theodor Portaas; 


PT8950.W7L75 839.8236 47-36233 


© 300ct40; 1c 30Jan47; Gyldendal norsk forlag, Oslo; 
AF5728. 


Library of Congress S 12} 





En lyséets engel. 


Fangen, Ronald. 

eee SN lysets engel, beretningen om 
to norske gutter som falt i krigen. Oslo 
Gyldendal norsk. ie os 1956 

1O5- a? 220 


© 20Augh5; le 27dulli6; publisher; 
AF "118 ° 


I. Title. II. Gyldendal norsk forlag, 
Oslo. 


Library of Congress 
Copyright Office eog 15Janh7 





Hn marchSHnSTON, MARJORIE CHL, 

: En marcha... A first course in Spanish [by] 
Marjorie C, Johnston, Eddie Ruth Hutton 
[and] Manuel Ponciano L. New York 
[1952] 296 p. illus. © Frederick 
Ungar, d.b.a. Frederick Ungar Pub. Co.; 
19Feb52; A67677. 


I, Hutton, Eddie Ruth, joint author. 

II, Ponciano L., Manuel, joint author. 

Ill, Ungar (Frederick) Publishing Company, 
New York. 


Library of Congress |r 


Copyright Office ip 





En Marge. 

DUPREY, JEAN PIERRE. 

Fauteurs de paix [par] Jean Pierre 
Duprey [Pierre Hulin, Jean Monge 
[et] Jacques Rimm. Calligrammes . 
de Toursky. {Marseille, 1948] 
150 ). illus. © En Marge; 
30Jan48; AF8535. 


I. Hulin, Pierre. 
II. Monge, Jean. 
IiI. En Marge. 





En marge de l'histoire universelle. 


BERR, HENRI. 
En marge de l'histoire universelle. 
[Tome] 2. 265 p. © Editions 
Albin Michels; 20Nov533; AFO-13460. 


I. Michel (Albin) Editions. 


Library of Congress @ 


Copyright Office 





En medio de las luchas. 


ROLLINGS, E J 
(Standing somewhere in the shadows) En 
medio de las luchas. Standing somewhere 
in the shadows. [By] E. J. Rollings, trad. 
H. Reza. (In Reza, Honorato, comp. 
Joyas favoritas. no.4) [Close score: 


SATB; Spanish words] © on translation; 
Haldor Lillenas; 1Jul49; EP43985. Appl. 
States prev. reg. as Standing somewhere 
in the shadows, 29Jan43, EP111232. 
MAK 6 4 1950 

I. Title. II. Title: Standing somewhere in 
the shadows. [IIIl. Reza 
Lib fC , 
‘Copyright Office Honorato, 1912- ]2 /2 





En mer. 


M24 [WEISSHAUS, IMRE | 1904- 

-W463. En mer; onze petites pieces pour le piano, 

E5 [ey] Paul Arma [pseud,] © Henry Lemoine 
Cc 


e, Paris; 20Feb47; EF11682. 


I. Title. 


Library of Congress 
Copyright Office 





En mér. 


PRAYER AT DAWN. ORAISON D'AURORE [and] 
BY THE SEA. EN MER; m Augusta 
Holmes, arr. Charles J. Roberts; 
orch. © 27Aug23, E571876. R66808, 
1Sep50, Carl Fischer, inc. (PWH of C. 
J. Roberts) 


Library of Congress @ 


Copyright Office 





En mi ausencia. See 
Moyés, Rafael R 





En mi eventura. — See 
Covarrubias, Manuel Portillo. 





mi corazon. 


Melfi, A Mario, 

En mi corazon, (Dans mon coeur) bes 
paroles de Henri’ Le Pointe, musique de A. 
M. Melfi et A. V. Gey, orch. par G. 
Stalin. 

© 31May39; 1c 19Jul1l.0; Editions 
Costallat, Lucien de Lacour, editor, 
Paris; =F869, 

Piano-conductor score (orchestra, with 
words) and parts; French words, 


Library of Congress e Music -Cat. 


(Cont. on nex 
card 


Copyright Office 





111356 
ol En mi corazon. 
Melfi, a Mario. 

En mi corazon. (Dans mon coeur) eee 

(Card 2) 

I. Le Pointe, Henri, lyricist, Ils Goy 
Ae Ve,s- joint composer, III. Stalin, Ge 
arr, IV. Title. V. Title: Dans mon cocur, 


Library of Congress a Music Cate 
Copyright Office 





EN MI GRAN PENCO "EL LUCERO" ©@w & m 
Rafael Elizondo Perez 2hMayl8 
EU133114 


Library of Congress i 


Copyright Office 





En mi pensamiento. 


M1356 #VILLASENOR, BONY. 

7 En mi pensamiento; vals-criollo, de Bony 
Villasefior, orquestaci6n de Fernando Z. 
Maldonado, [Piano-conductor score (or- 
chestra, with words) and parts] © Promo- 
tora Hispano Americana de Miasica, s.a., 
México; 19Dec52; EF0-19361, 


I, Title. [II, Maldonado, Fernando Z.] 


Library of Congress 
Copyright Office 





En ancho e 
ON nmi ra CH IN on zempentina. En mi 


rancho en Argentina © w &m 
Secondino Paul Marchello 14Jan8 
£U115831 


See 





EN MI SOLEDAD; w Fortino Beltrdn m & © 
Ralph Raymond Kitts 150ct51 EU253046 


Library of Congress & 
Copyright Office 





En mi soledad. 


Mi356 PARADA, MANUEL, 

.P En mi soledad; bolero de Manuel Parada, 
arreglo de Jaime Lépez, [Piano-conductor 
score (orchestra, with words) and parts] 
© Editorial Mexicana de Miisica Inter- 
nacional s.a., México; 20Dec48; EF18575, 


. Title, [II. Lépez, Jaime] 


Library of Congress oS 
Copyright Office 





En mi soledad. See 
Hodriguez, Elias. 








En mil neuf cent. 


M1735 BURKHARD, PAUL, 1909- 

.2 En mil neuf cent; paroles frangaises de 

.B Jean Boyer, musique de Paul Burkhard. 
© on French words; Editions Max Eschig, 
Paris; 20Mar52; EFO-15113. 


I, Title. [II. Boyer, Jean, 1903- 


Library of Congress 
Copyright Office 





En mille neuf cent. 


Mi731 LUCCHESI, ROGER ANTOINE: 1912- 

2 En mille neuf cent; fox-trot, paroles et 

-L musique de,Roger Lucchesi, © Les 
Nouvelles Editions Meridian, Paris; 
19Sep52; EF0-17813. 


a Fitie. 


Library of Congress @& 
Copyright Office 





En miroir. 
JOUVE, PIERRE JEAN. 
En miroir; journal sans date. 199 p. 


© Mercure de Frances. 14May543 
AFO-14753. 


I. Mercure de France, 


Library of Congress ap 


Copyright Office 





EN MIS NOCHES DE AMOR; w & m Manuel 
Sanchez © Peer International Corp. 


21Jun54 EU362773 


Library of Congress “ 


Copyright Office 





EN MITAD DEL CORAZON, drama en tres 
actos y en prosa, por J. Andrés. de 
Prada y E. G6mez de Miguel. ; 
© 5dec20, D57062.. R0080, 22Nov\8, 
Dofa Francisca Rodrigues, widow of 
B. Gémez de Miguel. 





PZ53 En modig pige. 
.S47M6 


Skovsted, Margrethe. 
... En modig pige. Kgbenhavn, Gyldendal, 1941. 


80 p. 203™. 


1. Title. 
PZ53.S47M6 47-36054 


© 21Jun41; 1c 29Jan47; Gyldendalske boghandel, Nordisk 
forlag; AF5220. 


Library of Congress & 12) 





EN MONTAGNE; m Antoine Mariotte; trio 
avec acc. de pf., ou de quintette a 
cordes. © 27Jul23, E583453. 
R74153, 6Feb51, Enoch & cie (PWH) 


APR 27 1951 


Library of Congress 
Copyright Office 





EN MOVIMIENTO SIEMPRE m Felisa Garcia 
© Rumbalero Music, inc. 4Aug49 


EU177660 





En mat i'Mexico City. 


M1356 TWOREK, WANDY, 1913- 

sk En nat i Mexico City; rumba. Tekst: 
Peter Spar Nee » musik: Wandy Tworek. 
© Musikforlaget Dacapo, Kobenhavn,; 


15Jan45; EF13267,. Piano-conductor 
score (orchestra, with words) and parts. 


I. Skaarup, Victor, 1906- _lyricist. 


Il. Title. 





En natt i Monte Carloe 


M1775 LAMBERTH, DAG EBBE, 

2 En natt i Monte Carlo. One night in Monte 

.L Carlo. Musik: Jacques Brévannes [pseud.] 
svensk text: Bengt Haslum. [Swedish 
words] 2.75 © Southern music a.-b., 
Stockholm; 8Nov52; EFO-18166. 


I, Title, II. Title: One night in Monte Carlo, 
[III. Haslum, Bengt] 


Library of Congress eS Revised 
Copyright Office 17Apr53 





En natt i Monte Carlo. 


M1775 LAMBERTH, DAG EBBE, 

o2 En natt i Monte Carlo, One night in Monte 

oL Carlo, Musik: Jacques Brévannes [pseud,] 
svensk text: Bengt Haslum. [Swedish © ; 
words] 2.75 © Southern music a.-b., 
Stockholm; 28Nov52; EF0-18309. 


I, Title, II, Title: One night in Monte Carlo, 
[IIIl, Haslum, Bengt] 


Library of Congress + 
Copyright Office 





En natus est Emanuel. 


PRAETORIUS, MICHAEL, 1571-1621. 

En natus est Emanuel; [by] M. Praetorius, 
for four mixed voices a cappella, edited 
by Fritz Rikko, English text by Carl 
Buchman, [With piano reduction] 20¢ 
© on adaptation & English text; Mercury 


Music Corp., New York; 2Jul53; EP72695. 


I. Title. [II. Rikko, Fritz. III. Buchman, 
Carl1] 


: eo xM2092.4 
Library of Congress 
Copyright Office 





En natus est Emanuel. 


“M2095 PRAETORIUS, MICHAEL, 1571-1621, 

my En natus est Emanuel. Born is the Lord 
Emanuel; for four-part chorus of mixed 
voices, a cappella, Traditional Latin text, 
English translation by Victoria Glaser. 
Revised and edited by Henry Clough- 
Leighter [music by] Michael Praetorius. 
[With piano reduction] 18¢ NM: "English 
translation, editing & revision." ©E,.C, 
Schirmer Music Co., Boston; 3Mar54; 
EP79389., 


Library of Congress e- ontinued on next card) 


not art, xM2092,4 





PRAETORIUS, MICHAEL, 1571-1621, 
En natus est Emanuel. EP79389. (Card 2) 


I, Title. II. Title: Born is the Lord 
Emanuel. _ ([III. Glaser, Victoria Merrylees. 
IV. Clough-Leiter, Henry, 1874- 


not art. 


Library of Congress oe xM2092.4 





En natus est Emmanuel. 

M2092 PRAETORIUS, MICHAEL, 1571-1621. 

4 En natus est Emmanuel; for two equal or 

P four mixed voices [by M. Praetorius, 
arr. byJ. A.R. © McLaughlin & Reilly 
Co., Boston; 10Dec48; on arrangement; 
EP36912, 


I, Reilly, James Alfred, 1854-1940, arr. 
Il. Title, 


xM2094,2 





En Nem Szeretek Mast csak Téged. 


LAJTAI, LAJOS. 
En Nem Szere MAst csak Téged, 

I Love Nobody Llse but You, 
Dear) English lyric by Olga Paul, 
music by Lajtei Lajos. (In Pasti, 
Barbara, comp. Memories of Hun- 
gary. p. h-h6) © Edward B. 


Marks Music Corp., New York; 
19Nov47; on English lyric; 
BEP19009. 


I. Title. II. Title: I Love Nobody 
Else but You, 


Dear. 
Library of Congress e 
Copyright Office 





En nombre del seffor. 


M1680 RICO, H RICARDO. 
2 En nombre del sefior; bolero, letra y musica 
.R de H,. Ricardo Rico [piano arr. by René 
Touzet] © Peer International Corp., 
New York; 16Aug54; EP83781. 


I, Title. [II. Touzet, René] 


Library of Congress de 





~«e En Normandie 

nd 2 oe Wh f } 

eaint-Michel. 

Herval, René, 1890-— 

... En Normandie de la Dives au Mont-Saint-Michel; cou- 
verture de Louis Garin. Ouvrage orné de 194 héliogravures. 
Grenoble, B. Arthaud ,1937, 

8 p. 1., 9-184, 4; p., 11. illus., fold. map. 23™. ,“‘Les beaux pays.” 63, 


1. Normandy—Descr. & trav. 2. Architecture—Normandy. 1. Title. 


39-10404 


Library of Congress eS DC611.N848H45 
(2) 914.42 





EN NORVEGE; danse scandinave, m 
Maurice Pesse; ptes. d'torch. 
© 28Apr22, E536852. R58014, 19Jan50, 
Henri Cousin (E) 





En nous promenant. 


M1731 ARNAUD, PIERRE, 1921- 

2 En nous promenant; paroles et musique de 

oA Pierre Arnaud, © Editions Auber, Paris; 
14Dec48; EF 12103. 


I, Title. 


Library of Congress 
Copyright Office @ 





En nuestra serenata de amor. 


M1630 THEROUX, CAMILLE. 

2 Our Spanish serenade. [En nuestra 

.T serenata de amor. Spanish lyric by 
Manuela Budrow] Words and music by 
Camille Theroux. © Dave Ringle, New 
York; 21Apr50; EP45889. 


I. Title. II. Title: En nuestra serenata de 
amor. [III. Budrow, Manuela] 


Library of Congress ee 
Copyright Office 





En parcourant la Bretagne. 
CHASSE, CHARLES. 
En parcourant la Bretagne, Illus. de 
P, Péron. Monte-Carlo [1951] 315 p. 
© Editions "Les Flots bleus"; 15Jul51; 


AF12752. 


I, Péron, Pierre, illus. 
II. Editions "Les Flots bleus," Monte Carlo 


Library of Congress @ / p 
Copyright Office 





EN PARISIANA; schottisch; pr. 
© 30Dec19; E683!)3. R20051; 
19Junl7; J. Gordo (A) 


Library of Congress a 
Copyright Office 





EN PASSANT m Jacques Offenbach © 
m & arr Emil Kahn 28Ju148 
EU139731 


Library of Congress & 


Copyright Office 





En passant. 


CONCERTO ON A THEME. En passant; 
arr Ralph Hermann, employee for hire 
of Ralph T. Friedmann Jr. m & © 
Ralph T. Friedmann Jr. 220ct51 
EU253828 


Library of Congress & 
Copyright Office 





En passant. 


M1679 COCKSHOTT, GERALD, arr. 

eC The nervous fox. En passant. French- 
Canadian folk-song, arr. by Gerald 
Cockshott, English words by J. 
Murray-Gibbon. (School songs, S.S. 
1869) © Novello & Co., ltd., Lon- 
don; 9Aug48; on arrangement; EF10382. 


For solo voice or unison chorus and 
piano. 


I. Murray-Gibbon, J., tr. II. Title. 
II. Title: En passant. 


Library of Congress & 


Copyright Office 





En passant par Chaumeil. 


M175 BOUSSEREAU, PIERRE, 1927- 

A4B En passant par Chaumeil; valse echantée, 
paroles de Jacques Dury, musique de 
Pierre Boussereau & Jean Ségurel. 
[For accordion, with words] © Limousine 
Edition, Chaumeil, France; 20Jun53; 
EF0-21460, 


I, Ségurel, Jean, 1908- II. Title. 
[IlI. Dury, Jacques, 1920- ] 


Library of Congress & 





En passant par la Lorraine. 


— 


FALCONER, CLARENCE. 

_En passant par la Lorraine. Passing 
through Lorraine, French folk song, 
English words by Robert Thornley [pseud.] 
arr. by Clarence Falconer. Containing 
French and English words with phonetic 


pronunciation of the French and arr: asa 
- three part song with tonic sol-fa for 

female voices with solo voice and choir. 

(Chappell's bi-lingual phonetic series, 


EF0-24272. 
Library of Congress (Continued on next card) 





En passant par la Lorraine. 


M1573 FALCONER, CLARENCE, 
F En passant par la Lorraine. EF0-24272, 
(Card 2) 


7639) [With piano acc.] 8d, NM: English 
words & arrangement. © Chappell & Co., 
lItd., London; 3Dec53; EF0-24272, 


I, Title. II. Title: Passing aia Lorraine, 
[Ill. Sanders, Bobby] 


Library of Congress & xM1731 





_En passant par la Lorraine. 


M1621 FALCONER, CLARENCE, 

FF En passant par la Lorraine, Passing 
through Lorraine, French folk song, 
English words by Robert Thornley [pseud,] 
arr. by Clarence Falconer, Containing 
French and English words with phonetic 
pronunciation of the French. (Chappell's 
bi-lingual phonetic series, 7635) 2/- 
NM: English words & arrangement. 
© Chappell & Co., ltd., London; 3Dec53; 
EF0-24273, 


Library of Congress & (Continued on next card) 





En passant par la Lorraine. 


M1621 FALCONER, CLARENCE, 
—F En passant par la Lorraine, EFO-24273. 
(Card 2) 


I, Title. I. Title: Passing through 
Lorraine, [III, Sanders, Bobby] 


Library of Congress e xM1731 


~ 





En passant par la Lorraine. 

M1609 PITFIELD, THOMAS BARON, 1903- 

iy Through Lorraine as I went walking. 
En passant par la Lorraine. Tr. 
and arr. by Thomas B. Pitfield. 
(The Elkin new choral series, 
2130) © Elkin & Co., ltd., 
London; 14Sep48; on translation 
& arrangement; EF10788. For 
voice and piano; melody also in 
tonic sol-fa notation. 


I. Title. II. Title: En passant par 
la Lorraine. 


Library of Congress 6 xM1731 
Copyright Office 





En pays connu. 


COLETTE, SIDONIE GABRIELLE, 
En pays connu. [Paris, 1950] 237 p. 
© J. Ferenczi et fils; 9Jun50; AF0-2488. 


I, Ferenczi (J.) et fils. 


Library of Congress 
Copyright Office 





En pensée avec Giraudoux 


Domec, Pierre, 1920- 
En pensée avec Giraudoux: les cahiers de Claudie. Genéve, 
Editions du Cheval ailé ,1947, 


192p. 21cm. (Bibliothéque du Cheval ailé) 


1, Giraudoux, Jean, 1882-1944. 2, France—Hist.—Philosophy. 


1. Title. 
Real name: Pierre Knechtli. 
PQ2613.1 74257 47-27749* 
© Constant Bourquin, éditeur, Geneva; 10Jun47; AF3790. 


Library of Congress oe fy 





“a” PLEIN ATLANTIQUE, DES VAGUES 
ENORMES~ AFO=-§10563. SEE 
Bombard, Alains Le B#écit du 
naufra volontaire. 





En pleine action. 


M1356 FAIDHERBE, FERNAND, 1920- 

8 si En pleine action; marche step, musique 
‘de Fernand Faidherbe & Fernand Grare. 
(With his Parade alsacienne) [Piano- 
conductor score (orchestra) and parts] 
© Editions Fernand Grare; 27Jun53; 
EF0-22719, 


I, Grare, Fernand, 1910- II. Title, 


Library of Congress 
Copyright Office 2/2 





En pleine folie. 


HE MARIE, de En pleine folie; w 
Bousquet & L. Lemarchand, m Albert 
Chantrier. © 23Mar23, E557294. 
R69744, 1Nov50, Renée Raveau 
Chantrier (W) 


JAN =9 1951 


Library of Congress is 
Copyright Office 





En pleine folie. 


QUAND LES FEMMES FONT COMME LES ENFANTS! 
de En pleine folie; w L. Lemarchand & 
René Nazelles, & m. © 23Mar23, 
E557296. R69745, 1Nov50, Raoul 
Moretti (A of m) 


Library of Congress © 
Copyright Office 





En plongée. R997)7. SEE 
Frank, Bernard. 





EN POS DE TU SOMBRA; m Antonio Bayardo 
Longoria © Cesarea Bayardo y Familia 
21Aug50 EU212878 


Library of Congress S 


Copyright Office 





En primavera. 


Mi680 DISDIER, EDMUNDO. 

22 En primavera; bolero, letra y musica de 

a Edmundo Disdier. © Peer International 
Corp., New York; 2Jul51; EP56221. 


AUG 39 195% 


Library of Congress eS 
Copyright Office 





En promenade. 


WITTEBOLS, ELISABETH, 1912- 

En promenade; paroles de Castor Ironique 
[pseud,] musique de Estel [pseud.] & 
Teddy [pseud.] Op wandel; Ned, tekst: 
Ruddy Paps, [Parts: 2 treble voices and 


piano] © Francois Wittebols, Bruxelles; 
20Dec50; EF0-6008, 


I, Wittebols, Francois, 1888- II. Title. 
Ill. Title: Op wandel. [IV. Kelchtermans, 
Jean, 1927- V. Paps, Ruddy] war 37 195! 


Library of Congress * xM1572 
Copyright Office xM1727.2 





2 Bn qué puedo servir le? 


CLARKE, GARNET WINSTON. 
é En qué puedo servirle? May I help you, 
please? Department store Spanish; 
inglés para ir de compras, by G. Winston 
Clarke and Harry T. Piedra. Miami, Fla. 
1949] 112p. © Clarke & Piedra; 


3May49; A33097. 
I, Piedra, Harry Tiburt, joint author. 


& mds/rk 





N RAMANT. LA MER; poésie de Jean 
Richepin, m Alfred Casella. 

© 8Novl3, E326386. R56099, 12Dec49, 
Editions Salabert (PWH of A. Casella) 





En ramassant des pommes de pin. 
M1731 (SERRE, ADY] 1908- 
a2 En ramassant des pommes de pin: 
> paroles de liireille Brocey [pseud.] 
musique de Eddy Layson [pseud.] 
© Editions Salabert, Paris; 
19Janh8; EF8)87. 


Library of Congress es 


Copyright Office 





EN RAPPORT English w Everett Chester 
Burns m Frederick Ellis Scaife 
© w Mary Cecile Burns 3Jan49 on new 
w Eu152421 





|ENJ RAPPORT m Frederick Ellis Scaife 
© English w Mary Cecile Burns 
11May)8 £U129705 


Library of Cofgress © 


Copyright Office 





En rapport. See 
Bunn, Adelaide. 





En revancha. 


M1683 LARA, AGUSTIN, 1903- 

of En revancha; cancién bolero, letra y 

L musica de Agustin Lara, © Promotora 
Hispano Americana de Musica, s.a., 
México; 16Oct47; EF18576, 


I, Title, 


Library of Congress oS 
Copyright Office 





EN REVANT; m Théodore Dubois; pf. 
© 16Apr18, £20757. R30).33, 
5Marl8, Charles Antoine Dubois (C) 


Library of Congresa 


Copyright Office & 





EN REVANT, op. 5, no. 1; ptes. d'iorch. 
© 31Dec21, E536126. oe 


17Nov49, Florent Schmitt (A 





En revant. 


M25 DIEVAL, JACQUES, 1920- 
-D En revant; musique de Jack Diéval. 
“# Dreaming. [For piano] © Jack Diéval; 
9Feb51; EF0-7185. 


I. Title. I. Title: Dreaming. 


Library of Congress 
Copyright Office 





EN REVANT; w Odette Mary Halliez m Rob- 
ert Henry Halliez © Odette Mary 
Halliez & Robert Henry Halliez 
28Nov50 EU222431 


Library of Congress as 
Copyright Office 





EN REVANT SOUS LES BOIS, ope 7h, noe 
lh; pf£e © 5Aug20, £87859. R55217, 
15Apri\8, Edouard Poldini (A) 


Library of Congress 


Copyright Office & 





En révant sur les routes de Corse. 


JULIENNE, MARIA CATARI. 

En révant sur les routes de Corse, poemes 
et souvenirs de Corse. Illus. de Therese 
Julienne. 82p. © Maria Catari Julienne, 
Chartrettes (S. et M.); 23Dec48; AF9208. 


Library of Congress 
Copyright Office mds/mg 





4 
EN REVE; w Gabriel Vicaire, m Fran- 
cisque Darcieux. © 2Nov25, E625605. 
R108768, 13Mar53, Christiane Eyere 
Darcieux (W) 


Library of Congress 
Copyright Office 





En revenant de Québec. 


a neces, PIERRE LUCIEN ANDRE JOSEPH, 

: R En revenant de Québec; paroles de 
Aznavour [pseud.], musique de Pierre 
Roche. Paris, R. Breton. © France 
Music Co. ; 30Nov49; EF15442. . 


I. Title. [II Aznaourian, Charles, 
1924- ] 


Library of Congress e 
Copyright Office 





/ 


EN REVES SUR L'ISLE DE FRANCE. In 
dreams on the Isle de France; w, m & 
© on French w Regina Manville 5Aug54 
EU366627. Appl. states prev. reg. as 
EU365353 


Library of Congress & 


Copyright Office 





En revoyant ma ville. 
M1731. BRADY, ANDRE, 1917- 
.2 En revoyant ma ville; paroles de Michel 
.B . Gauthier, musique de Michel Brédia 
[pseud.] & M. Gauthier. © Editions 
Robert Salvet, Paris; 4Aug50; EF0-5049. 


I. Gauthier, Michel, 1922- Il. Title. 


DEC... eas 
1959 


Library of Congress : 
Copyright Office 





En rougissant un peu. 


CASAS, RICARDO, 1920- 

En rougissant un peu; boléro, paroles de 
Pierre Havet & Pierre Guitton, musique 
de René Denoncin [pseud.] © Editions 
Paul Beuscher, Paris; 18Sep53; EF 0-2364Q . 


I, Title, [IIl. Havet, Pierre, 1920- 
il, Guitton, Pierre] 


Library of Congress @ 


Copyright Office 





En roulant ma boulee 


M1586 CANTELOUBE, JOSEPH, 1879- 

yi En roulant ma boule; [by] Joseph Canteloube, 
choeur pour 4 voix mixtes extrait du 
recueil Anthologie des chants populaires 
franco-canadiens, © on harmonization; 
Durand & cie, Paris; 3Jan53; EF0-18935, 


Title. ; 


Library of Congress 
Copyright Office & xM1679 





EN ROUTE, a play by Peul Gerard 
Smith. © 21Sep22, D61976. 
R67530, 20Sep50, Paul Gerard 
Smith, inc. (PWH) 


SEP 27 1950 





En route! 
— 


Miollis, Marie Antoinette de. 
.. En route! Roman. Illustrations de Manon _[Iessel. 
Paris, Magnard, °19438. 


2 p. 1, (7-221, 1; p, 11, illus. 18%. (Bibliothéque de tante Mari- 
nette) 


I. Title. 
PZ23.M53E5 47-35057 
© 30Dec43 ; 1c 9Aug46; publisher; AF2096. 


Library of Congress 12) 





En route. 


M175 BOS, JOHANNES JACOBUS CAROLUS, 
.A4B 1912- 
En route; accordeon-solo, muziek: Jo Bos. 
© Metro-Muziek, Amsterdam; 1Sep53; 
EF0O-22251,. : 


I, Title, 


Library of Congress @ 





Fn route. See 
Four silhouettes, op. 90, nos. 1-4. Ke 





EN route - fast poe package§j The Du 
Mont Hanover} 611 SEE’ Du Mont 


(Allen B.) TAbeanacion inc. 





Zn route pour 1'Himalaya. 


Queling, Hans, 1903- 

En route pour l’Himalaya. Tr. de l’allemand par Pierre 
Bressen; illus. de Roger Treille. Paris, Editions de 
VAmitié ,1947, 

286 p. illus. 19cm. (Heures joyeuses) 

1. Voyages and travels. 2, India—Descr. & trav. 3. Himalaya 
Mountains—Descr. & trav. 1. Title. 1. Series. 


Translation of Sechs Jungens tippeln nach Indien 
and Sechs Jungens tippeln zum Himalaja. 


G490.Q43 915.4 48-913*f 
© Editions de l’Amitié, G. T. Rageot ; 30Aug47; AF 4968. 


Library of Congress 





En route to career life under- 
writing. SEE Kansas City Life 
Insurance Company. 





EN ROUTE TO CAREER LIFE UNDERWRITING. 
SEE Kensas City Life Insurance 
Company 





EN route to loveliness, make Walgreen's 
your beauty station. SEE Walgreen 
Company. KK28293. 





En rupture de ban. 


ARMANDY, ANDRE. 
En rupture de ban, roman. Paris [1952] 
316 p. © Librairie Jules Tallandier; 
27Nov52; AF0O-9909. 


I, Tallandier (Jules) Librairie. 


Library of Congress 
Copyright Office 





En s'baladant 1'dimanche. 


M1731 DENONCIN, RENE, 1920- 

-2 En s'baladant l'dimanche; paroles de 

.D Jean Périne [pseud.] & Bernard Roland 
[pseud.] musique de René Denoncin, 
© Editions Broadway Melody, Paris; 
30Dec50; EF0-8119., 


I. Title. [II. Senamaud, Léonard, 1899- 
Ill, Bourriquet, Roland Bernard, 1910- 


Library of Congress 
Copyright Office : 





En saccade. 


M1356 HORNERE, YVETTE, 1922- 

.H En saccade; polka & variations, musique 
de Yvette Horner. (With her Furioso 
[Piano-conductor score (orchestra) 
and parts] © Publications Francis Day; 
7Apr53; EF0-21235, ; 


Ey batle. 


v 


Library of Congress & 





En sacra nox. 

M2075 ADAM, ADOLPHE CHARLES, 1803-1856. 

A (Cantique de Noél) O holy night. En sacra 
nox, For 2 equal voices [by] A. Adam, 
arr, by Reilly and Grey [pseud.] English 
words by John S. Dwight, Latin words by 
Edw. Grey. (McLaughlin & Reilly Co. 


edition, no.1858) [With organ acc.] 16¢ 
© on new Latin words & arrangement; 
McLaughlin & Reilly Co., Boston; 20ct52; 
EP66003. 


Sidi of cGhaiies (Continued on next 
Copyright Office card) 





En sacra 
ADAM, ADOLPHE CHARLES, 1803-1856. 
(Cantique de No@l) O holy night. EP66003. 
(Card 2) 


I. Title. II. Title: Cantique de Noél. 

Ill. Title: En sacra nox. [III, Reilly, James 
Alfred, 1854-1940. IV. Portelance, Joseph 
Toussaint Oliva, 1900- V. Dwight, 
John S.] 


Library of Congress e xM2074,2 


Copyright Office xM2073.2 





-En sing genom varlden. 


- SANDSTROM, ALBERT ARNE, 1924-~ ~ 
Det skall g& en sing genom varlden; musik: 
Ulf Sandstrém, text: Gus Morris [pseud.] 
Kr,2:25 © Ehrling & L8fvenholm a.,b., 
Stockholm; 1Nov43; EF19765, 


I, Title. Il, Title: En sang genom v&rlden, 
[Ill, Wahlenius, G. W.] 


not art, 


Library of Congress e 


Copyright Office 





En secreto. 
0 


M1356 NICOLAS, EMILIO DE. 

.N En secreto; bolero, letra y mtisica de 
Emilio de Nicolds [arr. de Rafael de Paz] 
[Piano-conductor score (orchestra, 
with words) and parts] © Editorial 
Mexicana de Misica Internacional s.a., 
Mexico; 25Nov46; EF18169. 


Title. [II. Paz, Rafael de, 1916- 


Library of Congress “eS 
Copyright Office 





En Seine-et-Oise. 
M1731 TRENET, CHARLES, 1913- 
-2 En Seine-et-Oise; paroles & musique de 
My Charles Trenet. Paris, R. Breton, 
© France-Music Corp.; 11Jun52; 
EF17701, 


I, Title. 


Library of Congress ie 
Copyright Office 





En si bémol. 


M1731  BRUN, PHILIPPE, 1908- 
En si bémol; une chanson de Philippe 
Brun [words by] M. Philippe-Gérard 
[pseud.] © Les Editions métropolitaines, 
Paris; 4Jan52; EF0-13007. 


I, Title. [II. Bloch, Philippe Gérard, 
1924- ] 


Library of Congress a 
Copyright Office 





‘ . a? 
1507 Krarr!*Pyemgan till hast”. 
Fr8n "Blyge Anton" till "En sj&man 
till pest" ... msik: Alvar... — 
Kraft. © Sylvain Edition = Ge 
Stockholm; on 5 songs, lJda 
Contents.= Vid brasan, from 
Blyge Anton (Ch. Henry, pseud. 
(© EF3))26)- Av ren vilg8renhet, 
from Blyge Anton (Alvar Kraft 
Se Nik ge Nir jag ser dig s 
ser jag vadren; words and music 
by Alvar iraft and Sven Goon, 


seude; from Blyge Anton 
TOEPSL 8)- 
Library of Congress XM1 507 6 9 


a Oe binwea Music, Cate . i 





EN SOURDINE; w Paul Verlaine, m 
Frédéric d'Erlanger. © 14Dec22, 
E551570. R69696, 1Nov50, Léo 
d'Erlanger (C) 





EN SOURDINE, OP.5, NO.3; w Paul 
Verlaine, m Lazare Saminsky, © 
5Apr27; E666494. Lazare Saminsky 
(A); 12Nov54; R138918. 


Library of Congress & 


Copyright Office 





c 


En sourdine. Sec 
Hunn, Hiram S. 4 impressions. 





EN SOURIANT AU PASSE; par Maurice 
Pesse; pf. © 22Apr21, E506734. 
R38978, 110ct48, Henri Cousin (E) 


Librery of Congress eo 
Copyright Office 





EN SOURIANT AU PASSE; m Maurice Pesse; 
ptes. dtorch. © 14Apr22, E536627. 
R58010, 19Jan50, Henri Cousin (E) 


Library of Congress 
Copyright Office 





En souvenir; mA. V. Wiemer,. © Andrée 
aang Royen Wiemer & Gene 7 Wiemer, 


Milwaukee; 23Febli7; BU6)360. 


Ubeary af coe 7 





En souvenir de Barbarie. 


Mouloudji, Marcel. 
... En souvenir de Barbarie, roman. ,Paris, Gallimard ,1945, 
2 p. 1., T-177, (1) p., 11. 183™. 
At head of title: Mouloudji. 


© 30Jul46; le 300ct45; Librairie Gallimard; 
AF386. 


x. Title. 


Library of Congress oy PQ2625.0855E46 
(2) 





En spelemans visa. 


M1775 KOCH, MARTIN, d:*19h0. 

° En spelemans visa [by] Martin Koch. 

eK ©A. 8B: Nordiska Musikftrlaget, 
Stockholm; 1Jan37; EF7609. (With 
his En gammal lek) For voice and 
pianos 


Library of Congresd & 


Copyright Office 





2 


En suivant les étoiles. 


Jacob, Alaric, 1909- 
... En suivant les étoiles, traduit de l’anglais par Pierre 
Mélon. Paris, J. Tallandier ,1946, 


2p. 1, (7-350, {2} Dp. 19". 


1. World war, 1939-1945—Personal narratives, English. 1. Mélon, 
Pierre, tr. 1. Title. Translation of A traveller’s war. 


D811.5.J283 940.548142 47-15263 
© 28May46; Société d’éditions et de publications, Paris; 
AF1832. 


Library of Congress @ 13) 





EN SVENSK-AMERIKANARES heml&ngtan 
Tillfredsst#lld. aA228007. SEE 
Carlberg, Carl Ephraim. 





En Tampa. 


M1680 RODRIGUEZ, ARSENIOs 

i En Tampa ... De Arsenio Rodriguez. 

«R- © Peer International Corp., New 
York; 243Seplh7; EP17850. For 
voice and piano, 


I. Title. 


= Music Cat, 
Library of Congress 


Copvtiwht Office 





En tapant dans ses mains. 
M1731 WALTHAM, TOM, 1899- 
En tapant dans ses mains; paroles de Géo 
Koger [pseud.] musique de Tom Waltham 
& Raymond Legrand. Paris, Masspacher. 
© Société frangaise d'éditions & d'instru- 
ments de musique; 14Jun49; EF17614, 


I, Legrand, Raymond, 1908- II, Title, 
[III. Konyn, Georges, 1894- ] 


Library of Congress 
Copyright Office 





EN TI w & m Ignacio D. Montano © 
Commodore Music Corp. 10May8 
£U129702 





énieblas e See 
Scalise, Eduardo F, 





EN TODAS PARTES; w, m & © Maria Luisa 
Villasenor 3Aug53 EU325786 


Library of Congress @ 





En tournant la T.S.F. 


M1389 TANSMAN, ALEXANDRE, 1897- 

.T3J4 Les jeunes au piano: En tournant la T.S.F.; 
[by] Alexandre Tansman, [For piano, 4 
hands] © Editions Max Eschig, Paris; 

1, recueil, 20O0ct51; EF0-12139. 


I, Title. Il, Title: En tournant la T.S.F. 


art. 


Library of Congress @ 
Copyright Office 





En trainant la savate. 


© Henri Salvador & Maurice Pon; 15Jun53; 
EF21008. SEE 


1955 file. 





En trafneau. 
M41 EILENBERG, RICHARD, da. 1925. 


5 En trafneau, souvenir de St. 
Pétersbourg, galop [by] Richard 
Eilenberg. Qp. 57. LArr. by Lambert 
Wilmet] © Editions Albert Cranz, 
Brussels; lJanl7; on arrangement; 


EF9199~- For piano solo. 


Library of Congress ee 


opyriaht Office 





En trois coups de cuiller 4 pot. 


[RAYMOND, RENE ] : 
En trois coups de cuiller a pot (Just the 
way itis) [par |. Parmens Marshall 
pseud.] Tr. de l‘americain par R. Vidal. 
Paris, 1948] 251p. (Serie noire) 
Librairie Gallimard; 30Dec48; on 
translation; AF9716. 


I. Vidal, Robert, tr. 
Il. Librairie Gallimard. 


Library of Congress & mds/mg 


Copyright Office 





EN TU AUSENCIAs; w & m Horacio Gomez 
© Peer International Corp. 6Feb52 
EU266301 


MAR 28 1952 


Library of Congress eS 
Copyright Office 





M1679 
e2 


aC 


eH £20 &Ueiniy meas 


En tu ausencia. 


CARBO MENENDEZ, J 1925- 
J'attends ton retour. (En tu 
ausencia) ... paroles de Lucien 
Thériault, letra y musica de 
J. Carbo Menendez. Lachute, 
P, Q., Le Parnasse Musical, 
Edition A. Fassio, Lachute, 
Que., Can,; 1Mayl:7; EF3200. 


I. Thériault, Lucien, 1897- 
tr, Il, Title... Til Sitter ee 


tu. ausencia, eS 





EN TU AUSENCIA © w & m Amparo Carrillo 
27Dec48 EU158611 


Library of Congress @ 
Copyright Office 





EN TU CARINO ENCONTRE © w Modesto 
Pefia m Enrique B. Aviles 1Mar49 
EU158758 


Library of Congress e 


Copyright Office 





2 


_ EN) TU CUMPLEANOS © w & m Claudio 
Ferrer Coto 21Mayl8 E£U142108 


Librery of Congress = 


Copyright Office 





EN TU CUMPLEANOS. Felicitacién; w, m 
& © Irma Morillo 7Jan54 EU343425 


Library of Congress @ 


Copyright Office 





EN TU HOMENAJE; w, m & © Carlos Juan 
Vera 21May51 EU239117 


Library of Congress 
Copyright Office & 





En tu reja de Triana. 


SERRAPI SANCHEZ, MANUEL, 1904- 

En tu reja de Triana; letra de Juanito 
Valderrama, misica di M. Serrapi y 
M. Pitto, canciédn pasodoble,. Madrid, 
Ediciones Hispania. (With Valderrama 
Blanca, Juan. El emigrante) [Piano- 
conductor score (orchestra, with words) 
and parts] © Juan Valderrama Blanca, 
Manuel Serrapi Sanchez & Manuel Pitto 
Santaolalla; 30Dec51; EF0-12789, 


Copyright Office 


; Continued on next card) 
Library of Congress 


2/2 





En tu reja de Triana. 


M1356 SERRAPI SANCHEZ, MANUEL, 1904- 
av En tu reja de Triana. EF0O-12789, 
(Card 2) 


I, Pitto Santaolalla, Manuel, 1903- 
Il, Title, [II], Valderrama Blanca, Juan, 
1917- 1 


Library of Congress 
Copyright Office 





EN TU RETRATO arr W. B. Wolff © Luis 
Sedillo Martinez w & m Ruben Ortiz 
14Mar49 EU161027 


Library of Congress * 
Copyright Office 





EN TURKESTAN; w & m Rafael Hernandez 
© Peer International Corp. 6Jan54 
EU3Z43146 


Library of Congress e 


Copyright Office 





En tus brazos. 


M1356 DEANT, PEDRO, 1914- 

La rumba dans tes bras. En tus brazos. 
Paroles de Jean Rodor [pseud.], musique 
de Pedro Diaz [pseud.] & Yegson [pseud]. 
[Piano-conductor score (orchestra) and 
parts; with words] © Julio Garzon, Paris; 


.D 


30Dec49; (in notice: 1950); EFO-2433. 


I. Gey, Victor, 1903- II. Title. 


Ill. Title: En tus brazos. [IV. Coulon, 
Jean Pierre, 1881- ] 


Library of Congress > 4 40KN 
Copyright Office MAY - 4 Ivo 
art: 





En tus labios. 


PROST, MARCEL, 1925- 

En tus labios. Encore un baiser de toi; 
paroles espagnoles et frangaises: Enrique 
Martin, musique: Marcel Prost, arrangt.: 
M. Querat. [Piano-conductor score 
(orchestra) and parts] © Editions 


Paradis, Paris; 20Jul54; EF0-29393. 


I. Title. II. Title: Encore un baiser de toi. 
{[Ill. Martin, Enrique, 1920- IV. Querat, 
Marcel, 1922- ] 


Library of Congress on 





En tus ojos de cielo. 


M1688 MADERNA, OSMAR, 1918- 

A772 En tus oj os de cielo, Dans tes yeux bleus; 

M tango changé, paroles argentines de Luis 
Rubistein, paroles francaises de Framique 
Leeoud. m musique de Osmar ete 


Editions Salabert. Paris; 10Se 
French words & arrangement; E 12480, 


I, Rubistein, Luis, 1908- lyricist, 

18 Salabert, Eugenie, 1896- lyricist. 

Il. Title, IV. Title: Dans tes 
Library of Congress @ yeux bleus. 


Copyright Office 





En tus ojos de cielo. 


MADERNA, OSMAR, 1918- 

En tus ojos de cielo. Dans tes yeux bleus; 
tango, paroles argentines de Luis Rubi- 
stein, paroles frangaises de Framique 
Loe ge musique de Osmar Maderna, arr. 


e C, Dambrosy [pseud.] (With Micsunes- 
co, Constantin. Ande, querida, Salabert 
succés no. 4839, 4838) © Editions Sala- 
bert, Paris; 7Oct48; EF12481, Piano- 
conductor score (orchestra) and parts, 
with words, 


; 3 
Library of Congress 
cok leo ye te ey (Cont'd on next card) 


« 





MADERNA, OSMAR, 1918- 
En tus ojos de cielo, EF12481, (Card 2) 


I, Rubistein, Luis, 1908- lyricist. 

II, Salabert, ” Eugénie, 1896- _—_ lyricist. 

Ill. Micsunesco Canstantin, 1913- arr. 
IV. Title. V. Title: Dans tes yeux bleus. 


Library of Congress 
Copyright Office 





fn tus ojos me miré. 


M1780 CASTELLANOS GOMEZ, CARLOS, 1904- 
En tus ojos me miré; slow, original de 
Carlos Castellano, [For voice and piano] 
© Carlos Castellano Gomez; 12Dec53; 
EF0O-24287, 


i. Fitle. 


v 


Library of Congress oa 





En un altar. 


Mi356 ANTON CAZORLA, DANIEL, 1905- 

A En un altar; bolero [by] Daniel Antén. 
Madrid, Publicaciones D, Antén, 
[Piano-conductor score (orchestra, with 
words) and parts] © Daniel Antén Cazorla; 
26Mar53; EF0O-19789,. 


I, Title. 


Library of Congress Ss 
Copyright Office 





En un castillo medioceval. See 
Netto, Roberto Arturo. it was in a 
medieval castle. 





En un dos por tres. 


M1356 GUTIERREZ, BIENVENIDO JULIAN, 

G En un dos por tres; rumba~guaracha, letra 
y musica de Bienvenido J. Gutiérrez, 
arreglo de Juan E, Lazaga. [Piano- 
conductor score (orchestra, with words) 
and parts] © Peer international Corp., 


Habana; 20Dec48; EF18577,. 


Title, [II, Lazaga, Juan E,] 


Library of Congress 
Copyright Office 





jp wm jardin egspencl,. 
Oliva, “nrique, £EF1995, 





EN UN PUEBLITO DE SONORA; cancion- 

—vaquera. (My adobe hacienda), orig. 
w&mUL. Massey & L. Penny, adapt.: — 
[appl. states: Sp. w] Laredo, a.k.a. 
Vicente Mari Bas. Barcelona, Musica 
del Sur. 2p. Spanish words. (With 
Fascinacion) Appl. states prev. pub. 
11Sep41, EP98836, NM: Spanish words. 
© Musica del Sur; 28Nov47; EF37202. 


1. Massey, Louise. 2. Musica del Sur. mk-p 
%, Penny, Lee, 4; T: rs adobe hacienda. 72-2 


5. Mari Bas, Vicente, 12-29 
1972 reg. aS 
(X49 





En un vol de chiméres. 


MIROIR, JEAN. 
En un vol de chiméres. 252 p. 
© Librairie Jules Tallandier; 
28May53; AFO=-11547. 


I. Tallandier (Jules) Librairie. 


Library of Congress © pi geaes 





EN UNA LLAMA DE AMOR; w & m Maria 
Grever. © 2Dec25, E627222. R103112, 
2Dec52, Charles Grever (Wr) 


Library of Congress 
Copyright Office & 





EN UNA LLAMA DE AMOR; w & m Maria 
Grever. © 2Dec25, E627222. R106406, 
29Jan53, Leon A. Grever (Wr) 


Library of Congress 
Copyright Office 





M1508 





En una noche asi, 


Lecuona y Casado, Ernesto, 1895+ 

Carnival in Costa Rica: Another night 
like this. (En una noche asi) fexcerpt] 
Spanish lyric ss» by E. Lecuona, [mglish] 
lyric by Harry Ruby. New York, Edward 
B. Marks music corporation. 

© 300cth6; publisher; EP9266. 

For voice and piano, with chord sym- 
bols. 


I. Ruby, Harry, 1895- lyricist. II. 
Title: Another 6: like: thi s<. toes 


En una noche asi. Music Cat». 
Library of Congress xM1508.9 
Copyright Office 


En una sola frase. 


M1681 BRITO, JULIO. 
-C92B _En una sola frase, bolero de Julio 


. Brito. © Peer International Corp., 


DY Habana; 9Dech7; EF79\1. For voice 
‘ and piano. 


Library of Congress 
Copyright Office 





en V compresseur de se:vice dur par 
“Servel international. KK12950. sce 
Servel, inc., claimant. 





En vacances. 


JASSOGNE, FLORENTINE B. 

En vacances [by] Florentine B. Jas- 
sogne and Mildred Severance, 173 De 
illus. © Henry Holt and Co., inc., 
New York; oomerh8; A16715. 


I. Severance, Mildred, joint author. 
II. Holt ( Henry) and Co., inc. 


ee 





Copyright Office 


OUT CARD 


Author or Claimant: 


Title: —h A = 


Name BY ra Js Date x= ~} 2 Ext. 


*If back of card is used, please check here a 


LC 3-158 (8/77) 





EN VACANCES; m Rhené Baton, orchestra 
arr. Lucien Garban. © 290ct26; 
E647953. Lucien Garban (A); 24May54; 
R131165. 


Library of Congress & 


Copyright Office 





EN VACANCES; recueil, m Déodat Severac, 
transcrit Joseph V. Lignon; pf., 4 
mains. © 18Jan2l, E499281. R39760, 
260ct48, Rouart, Lerolle et cie 
( PWH) 


Library of Congress . 
Copyright Office 





EN VACANCES; m D. de Severac, indica- 
tions dtexécution Blanche Selva; pf. 
© 29Jun22, E544105. R51316, 22Aug49, 
Thérése Gallayraud (E) 


Library of Congress & 


Copyright Office 





En vacances, 


AU TROT DES MULES; from En vacances, 
by Rhené Baton, orchestra arr, 
Lucien Garban, © 31Dec26; E657601. 
Lucien Garban (A); 24May54; R131183, 


Library of Congress - 


Copyright Office 





En vacances. 


AU TROT DES MULES, op.38, no.4, from 
En vacances; for piano duet by Rhené 
Baton. © 15May25, E614866. R101511, 
ig Marguerite Hollard Darcissac 

NK 


Library of Congress a 


Copyright Office 





En vacances. 


AU VILLAGE, op.38, no.2, from En 
vacances; for piano duet by Rhené 
Baton. © 15May25, E614864. R101509, 
aa Marguerite Hollard Darcissac 

NK 


Library \of Congress Se 


Copyright Office 





En vacances, 


DANS LES BOIS, op.38, no.l, from En 
vacances; for piano duet by Rhené 
Baton. © 15May25, E614863. R101508, 
Celia, Marguerite Hollard Darcissac 

NK 


Library of Congress @ 


Copyright Office 





En vacances. 


DANSE PAYSANNE; from En vacances, by 
Rhené Baton, orchestra arr. Lucien 
Garban. © 31Dec26; E657602, Lucien 
Garban (A); 24May54; R131184. 


Library of Congress e 


Copyright Office 





En vacances, 3 


DANSE PAYSANNE, op.38, no.6, from En 
vacances; for piano duet by Rhené 
Baton. © 15May25, E614868. R101513, 
— Marguerite Hollard Darcissac 

NK 


Library of Congress on 
Copyright Office 





En vacances. 


LEGENDE, op.38, no.3, from En vacances; 
for piano duet by Rhené Baton. 
© 15May25, E614865. R101510, 
on Marguerite Hollard Darcissac 
NK 


Library of Congress & 


Copyright Office 





En vacances. 


PROMENADE; from En vacances, by Rhené. 
Baton, orchestra arr, Lucien Garban. 
© 4Jul27; E668847. Lucien Garban 
(A); 12Nov54; R138933. 


Library of Congress 


Copyright Office 





En vacances. 


PROMENADE, op.38, no.5, from En 
vacances; for piano duet by Rhené 
Baton. © 15May25, E614867. R101512, 
— Marguerite Hollard Darcissac 

NK 


Library of Congress ee 


Copyright Office 





En vagabonds roman. 


PT8175 


-K5V8 Kidde, Astrid Ehrencron (Miiller) 1872— 


... En vagabonds roman, et ungdomsliv i Varmland. 
K¢gbenhavn, Gyldendal, 1944. 
243 p. 213%. 


At head of title: Astrid Ehrencron-Kidde. 
“Andet oplag.” 


1. Title. 
PT8175.K5V3 47-19431 
© 1Nov44; 1c 29Jan47; Gyldendalske boghandel, Nordisk 


forlag, Copenhagen; _ | A 


Library of Congress (2) 





EN VALS BLEV FZDT I WIEN. Beneath that 
old Vienna moon; by Ewald Boilesen 
& Victor Skaarup © Viking music-forlag. 
Notice lJun54 v24 p153 


Library of Congress 


Copyright Office oe 





En vals blev fédt i Wien. 


M1771 BOILESEN, EWALD, 1913- 

o2 En vals blevfédt'i Wien. Beneath that old 

.B Vienna moon. Musik: Ewald Boilesen, 
tekst: Victor Skaarup. [Danish words] 
© Viking musikforlag Copenhagen; 
20Feb40; EF20298, 


I, Title. I. Title: Beneath that old Vienna 
moon, [III, Skaarup, Victor, 1906- ] 


Library of Congress & 





EN VALSANT;: m Théodore Dubois; pf. 
© 16Apri8, 520758. R303, 
5Marl8, Charles Antoine Dubois (C) 


Library of Congress 


Copyright Office & 





EN VANO w & m Jaime Yamin © Caribbean 
Music Co. lAug49 EU174910 


Library of Congress oS 


Copyright Office 





En vano espero 
Demare, Lucidse 

Sorbos amargos eee paroles de 
Irustat-Fugazot [and En vano espero 
eee paroles et musique de Agustin Lara] 
Paris, Bditions espagnoles Julio Garzone 

15MaylhO; le 26Aprl6; publisher; 
EF1)08. 

For voice and piano, 


Ie Irustat-Fugazot, lyricist. II. Lara, 
Agustin, En vano espero, III. Title. 
IV. Title: En ano e€Speroe 

Kiusic. Cat. 


Library of Congress 
Copyright Office 





En vano te espero. 


COCKTAIL MAMBO. En vano te espero; m 
& © Joseph Esteves Jr. 20Sep54 


EU371450 


Library of Congress 6 


Copyright Office 





E unpub 6629 
En vano tu pretendes. 
See 


Hernéndez, Alberto D 


& ksk 5-13-16 





En varvals, . 
M25 SEYMER, WILLIAM, 1890- 
ors) Strofer i sol och skugga ee. 
Strophes in sun and shadow. F6r 
iano, av William Seymer. Op.6. 
Nordiska Musikftrlaget, Pe 
Stockholm; on 1 pieces; 1Sep19. 
Contents.=- hifte 1. Sommarmorgon. 
Summer morning (© EF3689) Stilla 
manskensnatte Quiet moonshiny 
night (© 2F3690) En _varvals. A 
spring waltz (© EF4691) Vid en 
skogstjirn. At a woodland tarn 
(© EF3092) Mott kv#1l. Song at 


Library of Congress Se Continued on next 


card 
Music Cate 


Copyright Office 





En vervals. See 
A Strofer i sol och skugga. 





EN VEINE DE PAVLOVA; for piano by I. 
Leo Pavia. © 26Jun25, E615626. 
R100066, 25Sep52, Florence L. A. 
Pavia (W) 


Library of Congress eS 
Copyright Office 





En veux-tu en voila. 

M1731. HERRAND, MARC. 

2 En veux-tu en voila; paroles de Jo Frachon, 

-H musique de Marc Herrand. Paris, R. 
Breton. © Editions Edimarton; 13Jul49; 
EF15157, 


I. Title. [Il. Frachon, Joseph] 


Library of Congress 
Copyright Office 





_ vildfarendes veje. 
Neiiendam, Nicolai Anders, 1865-1945. 
... En vildfarendes veje. Kgbenhavn, Gyldendal, 1943. 
156p. 217. 
At head of title: Nicolai Neiiendam. 


L Title. 
PT8175.N34V5 47-37248 


© 17Nov43; 1c 29Jan47; Gyldendalske boghandel, Nordisk 
forlag, Copenhagen; AF5576. 


Library of Congress 








En visa om nar jag var lustig med Welam 
Welamsson. 
Ur Kung Eriks visor. See Rangstrom, Ture. 





En visa till Karin nar hon hade dansat. 
Ur Kung Eriks visor. See Rangstrom, 
Ture. 





En visa till Karin ur fangelset. 
Ur Kung Eriks visor. See Rangstrom, Ture. 





EN VISITE; for orchestra by Noble 
McDonald. © 1lJun27; E667273. 
Noble McDonald (A); 150ct54; 
R137335. 


Library of Congress @& 
Copyright Office 





En voiture pour le ciel. 


WILDER, THORNTON NIVEN. 

En voiture pour le ciel (Heaven is my 
destination) tr, de l’américain par R. 
Vavasseur et M. Duhamel. Roman, 

Paris, 1949] 268p. © Librairie 
ner pi 15F eb49; on translation; 
F ° 


I. Vavasseur, Renée, tr. 
II. Duhamel, Marcel, tr. 
Ill. Librairie Gallimard, 


Library of Congress 
Copyright Office og mh/ mb 





En vol, 
SEBAG, HENRI. 
En vol [par] Louis Murville [pseud.] 
Paris [1953] 20p. © Editions Montjoie 
Saint-Denis; 26Feb53; AF0-11039. 


I, Montjoie Saint-Denis, Editions, 


i 
Library of Congress i) 


Copyright Office 





En vol, journal d'une hétesse de 
Itai s 


UNIENVILLE, ALIX D'. 
En vol, journal d'une hétesse de l'air. 


310 p. © Editions Albin Michel, Paris; 
5Dec49; AFO-555. 


I. Michel (Albin) Editions. 


Copyright Office 


Library of Congress e sh / r 





En Voulez-Vous? é 
M1508 LOPEZ, FRANCISCO, 19lo- 
(Les Trois Cousines) En Voulez- 

Vous? ee. Du Film "Les Trois 
Cousines"; paroles de Jean Boyer 
é& André Hornez, musique de Francis 
Lopez. © Arpége Editions Musicales, 
Paris; 25Febl.7; EF6607. For 
voice and piano and voice part. 


I. Boyer, Jean, 1901- lyricist. II. 
Hornez, André, 1905- joint lyricist. 
III. Title. IV. Title: Les Trois Cousines 


Library of Congress S xM15 08. 9 


Copyright Office iMusic Cat. 





En vous, j'ai foi, 


M1508 HOOREBEKE, MARCEAU VAN, 1900- 
(La cage aux filles) En vous, j'ai foi; 
chanté dans le film La cage aux filles, 
paroles de Marcel Bertrou, musique de 
Van Hoorebéke. © Editions R. Salvet, 
& Leclercq, Paris; 31Dec49 (in notice: 


1950); EFO-1718, 


I, Title. Il. Title: La cage aux filles. 
[IV. Bertrou, Marcel, 1901- ] 


Library of Congress : 
Gonyright Office eS ch 
(arty 





EN voxaae. oN THE JOURNEY; m A. Buzzi- 
Peccia; pf., 4 hands. © 2May2e2, 


E538245. R61655, 1May50, Cecil Arden 
Hart (E) 





En voyage. SEE Emery, Carlyle. 





EN VUE D'ALGER; from Suite algérienne, 
op.60, by Camille Saint-Saéns, 
orchestra transcription by Hubert 
Mouton; pts. © 19Sep25, E624985. 
R111755, 6May53, Hubert Mouton (A) 


Library of Congress 
Copyright Office 





En zo voort. 
HUIZINGA, LEONHARD. 

En zo voort; het verhaal van een ondernem- 
ing. 287p. © P. N. van Kampen& 
Zoon N. V., Amsterdam; 11May50; 
AFO0-1944, 


I. Kampen (P. N, van) en Zoon N., V. 


mds/r 


Library of Congress . 31 BD 
Copyright Office eS ; sa 





ENA © w & m Paul L. Campion 28Jun48 
EU136969 


Library of Congress oe 
Copyright Office 





Ena Mpouketo Menexedes. 


M1715 BELLAS, GIANNES GEORGIOS, 1910- 

- Ena Ena Mpouke to. Menexedes_ ... etichol: 

.B G. Photida, mous iké  Gianné Bella. 
Athénai, Ekdoseis Gaitanou. 
Michael Gaetanos, Athens; 2May7; 
EF5769. For voice and piano. 


I. Photidas, Geor,ios Giannés, 1905- 
lyricist. II. Title. 


& Music Cat. 


— of _o——- 





The enactment of the FBI retirement 

bill. 

COMMITTEE ON PUBLIC ADMINISTRATION 

CASES, WASHINGTON, D. C. 

The enactment of the FBI retirement bill. 
201. © Committee on Public Admini- 
stration Cases, Washington, D. C.; 
280ct49; A38030. 


Library of Congress 
Copyright Office e 





Enamel bibliography and abstracts, 1940 to 1949, 
inclusive, 
AMERICAN CERAMIC SOCIETY. 
Enamel bibliography and abstracts, 
1940 to 1949, inclusive, with sub- 
ject index; compiled by Roger L. 
Fellows. © American Ceramic So- 
ciety; 2Ju153; A98184. 


I. Fellows, Roger Lee. 


Library of Congress & 





ENAMEL PAINT KIT. SEE Mann-Porter 
Corporation. Safe, grand, lead-free. 





ENAMEL REFINISHING (Pilmstrip) Chevrolet 
Moter Division. Made by Jam Handy 
Organization. 60 fr., b&w, 35 mme 
(Reconditioning the OK way, no. 13) 

© Chevrolet Motor Division, General 
Motors Corp.e3 153ul533 JU7560. 





ENAMEL REFINISHING. 67238. SEE Handy (Jam) 
Orgenisation, inc. 





ENAMEL reliquary, 13th cent. #1786. 
SEE New York, Metropolitan Museum of 
Arte Metropolitan Museum of Art mine 
fatures; series Le 





ENAMELED CAST IRON PLUMBING FIXTURES 
ASSOCIATION ©. 
How to handle enameled cast iron 
Spovaes fixtures 10 p. 
93 


© 15Augy9; KF -39),06. 





KK 6385 


Enemeled cast iron plumbing fixtures 
assn., claimant 
How to take care of this fixture ... 
(Enameled cast iron plumbing fixtures) 
[Ashlend, 0., Printed by A. L. Garber coe, 
01946] 


fold ere 
Print. 


Appl. author: Iler J. Fairchild. 
(c) 9=25-463 2 ¢ 10-1-46; Washington, 


D.-C.; KK 6385. 
oe mgo 11-15-46 





ENAMELED CAST IRON PLUMBING FIXTURES 

ASSOCIATION ©. 

How to take care cf this fixture. 
(Enameled cast iron plumbing fix- 
tures) Sheet. © 20Dech8 (in no~ 
tice: 199); KK30825. 





ENAMELED CAST IRON PLUMBING FIXTURES 
ASSOCIATION ©. 


An important message for the homemak- 
er. Durable enamel, developed by 
years of scientific research. (En- 
ameled cast iron plumbing fixtures) 
Folder. © 26Sepli9; KK0930. 





ENAMELED GAST IRON PLUMBING FIXTURES 

ASSOGIATION ©. 

Protection of plumbing fixtures 
ageinst abuse during building 
construction. Folder. Appl. au- 
thor: Iler James Fairchild, 
© 11Feb53; KK622)5. 





ENAME LERS AND JAPANNERS ©. 
e Spray. Enameling and japanning) 
Polder. © 1Febl,8; KK20)19. = 





Enameling. 


BATES, KENNETH FRANCIS. 
Enameling: principles and practice. 
[1st ed.] 208 p. illus. © The World 
Pub. Co., Cleveland; 5May51; A56094. 


I. World Publishing Co. 


Unit C 


Library of Congress we JUL 3 0 1951 
Copyright Office 





Enameling on copper and other metals. 


THOMPSON, THOMAS EUGENE. 
Enameling on copper and other metals. 
39 p. illus. © Thomas C. Thompson 
Co., Highland Park, Ill.; 1Feb50; 
A40771. 


I. Thompson (Thomas C.) Co. 


vp/r 


Library of Congress MAR 9 0 10KN 
Copyright Office ¢ U 1950 





“7s |p| wisw] MBM] 9% 


Sees ee 


Ohioe 


punte.ct | Date received 





ENAMELIST PUBLISHING CO. 
See 


Enamelist. 


2 Library of Congress 


Copyright Office 





Enamorada.e 


M1731 [PUECH, JULES HENRI] 1906- 

o2 Enamorada. Je te désire. Letra: 

oP Teruel [pseud.], misica: Pueca 
[pseud.] paroles frangaises: Max 
Francois [pseud.] © A. Teruel & 
Edition universelle, Paris; 3Jan48 


(in notice: A. Tervel, 1947); 
EF11089. 


I. S@ntis, José, 1894- lyricist. 
II. Rayo di San Lazaro, Max, 1916- 
lyricist. III. Tities “ae Title: Je 
te désire. 

Library of Congress & 

Copyright Office 





Enamorada. 


M1356 RAMIREZ, ELPIDIO. 

-R (Enamorada) La malaguefia; Son huasteco; 
rumba lenta, dal film Enamorada, testo 
originale di P. Galindo e E. Ramirez, 
testo italiano di Larici-Poletto, musica 
di Elpidio Ramirez. [Piano-conductor 
score (orchestra, with words) and 


parts] © on Italian lyrics; Edizioni 
Southern Music, Milano; 15May50; 


EF0-3901. AUG 2 1 1aK0 


I. Title. II. Title: Enamorada. III. Title: 

Son, buasteco. [IV. Galindo, P. V. 
Copyright Office Qe src: VI. Poletto, 

rt. nzo Luigi, 1906- ] 





2 psspecbaie ae 

M1356 VELAZQUEZ, CONSUELO. 

oN. Enanor edi, canci6én blues, de: Con- 
suelo Velé zquez, orquestecién de: 
Mario Rufz Armengol. © Promotora 
Hispano Americana de Musica, s.ae, 
Mexico, D.F.; lONovy7; EF776u4. 
Piano-conductor score (orchestra) 
and parts; with words, 


Library of Congress iy 
Copyright Office 





Enamorada. 


M1356 PIUBENI, VIGILIO, 1912- 

.P Enamorada; tango tipico [by] Andri [pseud.] 
[Milano] Odeon edizioni musicali. 
{[Piano-conductor score (orchestra) and 
parts] © Carisch s,a.,; 17Mar52; 
EF0-13352, 


I, Title. 


Library of Congress 
Copyright Office 





ENAMORADA.s. Source title. SEE 
The Torch. LP176. 





Enamorada mia, 
FORTUNATO, BRUNO, 1927- 
Enamorada mia; rumba, parole e musica di 
M1356 Bruno Fortunato. (With his Colui che 
i t'ama) [Piano-conductor score (orchestra, 
with words) and parts] © Edizioni ital- 
musica, Milano; 31Jul52; EFO-15847. 


Title, 


Library of Congress 
Copyright Office 





ENAMORADO © w & m Manuel Negron 
Benitez 29Marl8 EU122919 


Library of Congress ie 
Copyright Office 





Enamorado. 


M1356 ALVAREZ O » ARTURO., 

A Enamorado; bolero, letra y musica 
de Arturo Alvarez O,, arreglo de Jaime 
Lépez, [Piano-conductor score 
(orchestra, with words) and parts] 
© Editorial Mexicana de Musica Inter- 
nacional, s.a., México; 16Nov49; 
EF18724, 


Title, [II. Lépez, Jaime] 


Library of Congress 
Copyright Office 





Enamoradoe 


M1680 BALCARCE, PEPO. 
Enamorado; bolero-mambo, letra y mitsica 
de Pepo Balcarce [piano arr. by René 
Touzet] © Peer International Corp., New 
York; 30Dec52; EP69858. 


I, Title. [II. Touzet, René] 


Library of Congress we 
Copyright Office 





Enamorado,. 


M1356 PEREZ PRADO, DAMASO. 

Fi Enamorado; mambo de Pérez Prado. 
[Parts: orchestra] © Editorial Mexicana 
de Miisica Internacional, s.a., México; 
31Jul52; EFO-15807. 


1, Tike. 


Library of Congress 
Copyright Office 





ENAMORADO; w & m Pepo Balcarce © Peer 
International Corp. 19Nov51l 
EU256778 


DES 10 4951 


Library of Congress e 
Copyright Office 





ENAMORADOs; m & © Leonard Harry Linski 
& Warren Patrick Aebli 26Mar52 
EU268995 


Library of Congress Gee 
Copyright Office 





ENAMORADO DE TI arr W. B. Wolff © 
Luis S. Martinez w & m Ruben 
Ortiz 7Apr49 EU163471 


Library of Congress 
Copyright Office 
Wad 
/ 





ENAMORADO ME QUEDE © w & m Robert 
Lopez Fuentes 20Aprl8 £U126178 


Library of Congress @ 


Copyright Cfice 





namorados a 


RUIZ DEL HOYO, ALVARO, 

Enamorados; bolero, de Alvarito [pseud.] 
intervencifn de Lambertucci, arr, de: 
Mario Paz S, [Piano-conductor score 
(orchestra, with words) and parts] 
© Editorial Mexicana de Musica Inter- 
nacional s.a., México; 19Jul54; EF0-28807, 


I, Title. [Il, Lambertucci, 
Ill, Paz Sdenz, Mario] 


Library of Congress oe 





ENAMORATA © w & m Marie Grace 
DiMisa 26Ju1l48 EU139096 





Librery of Congress Ge 
opyright Office 


py st 


ENAMORATA arr Pete Donak O w & m 
Marie Grace Di Misa 20Sep48 EU144617 





ENAMORATE DE MI © w Max Feirtag, m 
Lewis R. Chudd 110cth7 EU98342 


itrary of Congress 
po right Citice 





Enamoured pursuit. 


L'AMOUREUSE POURSUITE. Enamoured 
pursuit; by Paul Fauchey, arr. 


Francis Salabert; orchestra. 

© 16Nov26; E656507. Eugénie 
Micsunesco Salabert (W); 16Apr54; 
R128968. 


Library of Congress & 
Copyright Office 





Enard-Perez, Colette, 1918— 
... Jeux avec la mort, roman. Paris, Flammarion ,1946, 


239 p. 183™. 


1. Title. 
PQ2609.N3J4 47-21112 
© 90ct46; ic 11Mar47; Ernest Flammarion, Paris; AF 6178. 


br/ld 
Library of Congress oe re) fA. 





Enardo and Rosael. 
TAPIA Y RIVERA, ALEJANDRO, 

Enardo and Rosael, an allegorical novella. 
[Translated from the Spanish by Alejandro 
Tapia, Jr., and Margot Lee, in collabora- 
tion with Vieva Dawley Smith and R. A. 
Parker] New York [1952] 56p. illus. 
© on translation; Philosophical Library, 
inc.; 1Nov52; A72565. 


I. Tapia, Alejandro, Jr., tr. 


Il. Lee, Margot, tr. 
Ii. Philosophical Library, inc. 


Library of Congress 
Copyright Office 


ile 





Enarsgn, Walter Gus. 

WHEN I M ALONE I THINK OF YOU © w 
Edwin Arthur Hungerford m Walter 
Gus Enarson 9Feb48 EU116197 





Enarson, Walter Gustave. 


THE MILITARY POLKA © m Walter Gustave 
Enarson 31Mar49 EU162750 





Enarson, Walter Gustave. 


PLEASE DON'T FORGET © m Walter Gustave 
Enarson 1Mar49 EU162460 


Library of Congress & 
Copyright Offce 





Enas charoumenos aletes. 

M1715 MALLIDES, GIORGOS NIKOLAOS, 1910- 

02 Enas charoumenos alétés ... 

M etichoi-mousike Giorgou Mallide. 
Athénai, Ekdoseis Gaftanou. © 
Michael Etienne Gaetanos, 
Athens; 28Augh6; EF5350. For 
voice and piano, 


Title. 


Library of Congress Music Cat 
Copyright Office , 





Fnas pefkos. 


M1556 DESBY, FRANK. 

.D Enas pefkos. The pine tree; Greek folk 
dance, arr. for mixed voices and piano, 
by Frank Desby. Los Angeles, Society 
for Advancement of Greek Orthodox 
Ecclesiastical and Greek Folk Music. 


[Greek words; with transliteration] 
© Frank Desby; 15May53; EP71611. 


Title. II. Title: The pine tree. 


Library of Congress ee xM1715 
Copyright Office 





Enax, Norma. 


SOMEBODY'S BLUE; w & m Norma Enax, 
James Heap & Arlie A. Carter © Com- 
modore Music Corp. 26Apr54 EU355867 


Library of Congress * 
Copyright Office 





Encadenado. 


M1640 BLANCO LEONARD, JULIO. 
ae _Encadenadoe (Enchained) ... Eng- 


~B glish lyric by Marjorie Harper 
eee music & Spanish words by 
Julio Blanco Leonard. © Anto- 
bal Music Co., New York; 
150cth7; EP1836h. 


I. Harper, Marjorie, lyricist. II. Title 
IlI. Title: Enchained. 


Library of Congress 





ENCAJE ESPANOL; from Feria de..las 
hermosas, m Julian Benlloch & 
B. Teres, wS. F. Padilla & T. 
Borras. © 18Dec26, E656605. 
a 28Dec53, Julian Benlloch 
A 


Library of Congress e 


Copyright Office 





ENCANTADA FLOR. Enchanted flower 
©w & m William Amable 10Mayl8 
EU1297 30 


Library of Congress ine 


Cepyright Office 





ENCANTADO; m & © Margaret Ingram 
Joubert 9Sep52 EU257227 


Library of Congress e 
Copyright Office 





ENCANTADO. Enchanted; m Lou Singer, 
Allan Small & Alice Parker © 
Lawson=Kent. Music Publishers, inc. 


4Dec53 EU340157 


Library of Congress a 
Copyright Office 





M1681 BARRETO, JUSTI. 

-C92B Encantado de la vida; bolero-mambo, letra 
y misica de Justi Barreto. Habana, Peer 
& cia. © Peer International Corp.; 
3Sep51; EF18589, 


I, Title. 


Library of Congress e 
Copyright Office 





Encantador. 


STANTERO, MATTEO, 1903- 
Encantador; tango argentino, testo di 

M1356 Serpi [pseud.] musica di Stantero. (With 
.B Bertone, Michele. Amor di gioventt) 

[Piano-conductor score (orchestra, with 

words) and parts] © Casa musicale 

Giuliana, Edizioni Fabbri, s.a.r.l., 

Trieste; 1Feb51; EF0-8845. 


I. Title. [II, Rolando, Filippo] gfp +4 195% 


i SEP 
Library of Congress & 
Copyright Office 





Encantamento. 


M1356 GUILMAIN, PAUL, 1903- 

2G Encantamento; [by] Ramon Aldao [pseud.] 
(In his: Les plus beaux tangos argentins. 
p.[14-15]) [Piano-conductor score 
(orchestra) and parts] © Paul Guilmain 
(in notice: Ramon Aldao); 21Jul54; 
EF0-30252. 


I, Title. 


Library of Congress S 





Encantamicnto; m i. J. alton. © ‘endell 
Junior Walton, Kansas City, Mo.; 


23Fobht7 ; EU63791. 





EL ENCANTO; by Frank Macauley © Beech- 
wood Music Corp. EU229632. Notice 
1Mar54 v23 p623 


art. 


Library of Congress 


Copyright Office S 





)EL, ENCANTO © Richard H. Heaton English 
—w & m Helen Chudoba Heaton 29Aug49 
EU177317 


Art. 


Library of Congress @ 


Copyright Otiice 





EL BNCANTO; m Frank Macauley © Beech- 
wood Music Corp. 13Feb51 EU229632 


MAR 26 195; 


art. 


Library of Congress 
Copyright Office 





ENCANTO; w & m Pablo Lango © Peer 
International Corp. 13Feb50 EU193407 





Encantoe 


dis eee J Henri. 

Encanto; parolcs csnar cnoles de José 
Sentis, 1 musique de J. H. Puech ot 
Ricardo Bravo. oris, | Ecition 
universcllo 

vd a By le &Novl.6; publisher; 


Er2é87 
Por. voice and piano, with chord 
symbols. 


I. Bravo, Ricar do, joint comvoscr. II. 
Sentis, José, 6 TTL so eee 


Library of Congress 
Copyright Office 


Muste Cats 





ENCANTO DE AMOR © m Alfredo Flores 
Casares 6Novl7 EU101815 


Library of Congress eS 


Copyright Office 





Encanto de mujer. 
De Jesis, Pedroe 





LA ENCAPRICHADA; letra de 
Cortadillo, musica de Me 
Blanco. © 40Dec19; E468329.~ 
R18806; 1\Mayl7; Manuel 
Blanco (A) & Cortadillo (A), 
Madrid. 





Encarcelada,. 
Gil, Alfredo. 





KK 5046 


Encasement of structural steel. 


Case construction co., claimant 


mge 8-19-l6 





Encausse, Gérard Anocket Vincent. 


CLYMER, REUBEN SWINBURNE. 

Occult science; the republication, 
completely revised, and reinterpre- 
tation of two important texts: 
Occult science, by L. H. Anderson 
[and] Occult science (Science 
occulté) by Gerard Encausse, known 
as.Papus. 271 p. © Philosoph- 
ical Pub. Co.3 150ct543; A158915. 


I. Anderson, Lewis H. II. Encausse, 
Gérard Anoclet Vincent. III. Phil- 
osophical so” Company. 


Library of Congress 
Copyright Office 


p/t 





Encaustic materials and methods. 


PRATT, FRANCES, 

Encaustic materials and methods, by 
Frances Pratt and Becca Fizel fi. e, Fi- 
zell| With a foreword by Edward W. 
Forbes. 64 p. illus, © Lear Publish- 
ers, inc., New York; 3Dec49; A39231. 


I, Fizell, Becca, joint author. 
Il, Lear Publishers; inc. 


Mise ‘‘C’’ 


Library of Congress 
Copyright Office br /r 





Ence, Julius J. 
WILL SOMEONE TRADE A HEART wm Louis 
Tobin €>w Julius J. Ence 24Sep47 


EU94786 





M1356 THEBAULT, VALENTIN, 1901-192. 

.F Encerando, tango [by] V. Thébault. 
(With Ferrari, L. Ernesto) 
Julio Garzon, Paris; 10Febl8; 
EF9014. Piano-conductor score 
(orchestra) and parts. 





The enchaféd flood. 


AUDEN, WYSTAN HUGH. 

The enchaféd flood; or, The romantic 
iconography of the sea. New York, 
Random House. 154p. (Virginia. 
University. Page-Barbour Foundation. 
Lectures, 1949) © The Rector and 
Visitors of the University of Virginia; 


23Feb50; A41526. 


I. Virginia. University. Rector and 
Visitors. 


Library of Congress 
Copyright Office = md/r-520 





Enchained. 


M1640 BLANCO LEONARD, JULIO. 

e2 Encadenadoe. (Enchained) ... Eng- 

-B glish lyric by Marjorie Harper 
eee music & Spanish words by 
Julio Blanco Leonard. © Anto- 
bal Music Co., New York; 


150cth7; EP1836). 


I. Harper, Marjorie, lyricist. II. Title 
III. Title: Enchained. : 





ENCHALADOS; w, m & © William Vincent 
Fine 22Dec52 EU297905 


Library of Congress 
Copyright Office 





ENCHANT ME; w, m & © Francis L. Clay 
QNov53 EU337343 


Library of Congress e 


Copyright Office 





ENCHANTE © w Herbert Elsas Pareira 
m Sigmund Schatz 2Jul148 EU140835 


Library of Congress © 


Copyrighe Office 





The Enchanted. 
COATSWORTH, ELIZABETH JANE. 
The Enchanted, an incredible tale. [New 


York, 1951] 157 p. illus. © Pantheon 
Books, inc.; 18May51; A56403. 


I, Pantheon Books, inc. 


ibb/ + 8 1951 


Library of Congress & 
Copyright Office 





The enchanted 


Flavin, Martin, 1883- 

The enchanted, by Martin Flavin. With drawings by Cyrus 
Leroy Baldridge. New York and London, Harper & brothers 
(1947, 

5 p. 1, 289, 4) p. illus. 21™. 

“First edition.” 


© 21Mayl7; author, Carmel, Calif.; 
A13080. 


1. Title. 


PZ3.F6186En 47-30295 


Library of Congress 
Copyright 





The enchanted. 


GIRAUDOUX, JEAN. 

The enchanted, a comedy in three acts. 
Adapted by Maurice Valency. New York, 
Random House. 136 p. © on transla- 
tion; Maurice Valency; 5Apr50; DP39. 
Appl. states prev. reg. as Intermezzo, 


7Apr48, DU14078. 


. Valency, Maurice Jacques, 


Misc A 


Library of Congress 
Copyright Office e vis /r 





The enchanted. 


GIRAUDOUX, JEAN, 

The enchanted, a comedy in three acts. 
Adapted by Maurice Valency. New York, 
Random House. 136 p. © on translation; 
Maurice Valency; 5Apr50; DP39. Appl. 
states prev. reg.as Intermezzo, 7Apr48, 


DU14078. 


. Valency, Maurice Jacques. 


Library of Congress & 
Copyright Office 





ENCHANTED; w, m & © Robert Brundage 
Aldrich 26Sep51 EU251285 


Library of Congress @& 
Copyright Office 





ENCHANTED; w, m & © Edith T. Browne 
23Aug51 EU247858 


Library of Congress & 
Copyright Office 


SEP 11 1959 





ENCHANTED; w, m & © Betty Mee Champlin 
& Keith W. Erickson 28Feb51 EU230704 


Library of Congress 
Copyright Office An 





ENCHANTED; w & m Jack Ernest Charters 
‘m Ernie Garcia Molina © Jack Ernest 
Charters & Ernie Garcia Molina 
110ct54 EU373522 


Library of Congress eG 


Copyright Office 





THE ENCHANTED; m & © Frank Madison 
Engleman lJun54 EU359841 


Library of Congress 


Copyright Office 





ENCHANTED; w, m & © Irene Eva Fast & 
Robert Harvey Blackstone 1May50 
EU202368 


Library of Congress @ 
Copyright Office 





ENCHANTED; w Irma A. Jefferson m 
Kathryn E. Wimp © Irma A. Jefferson 
& Kathryn E. Wimp 31Aug53 EU329156 


Library of Congress e 





ENCHANTED; w, m & © Reba Lipschitz 
31Aug50 EU213900 


Library of Congress & 


Copyright Office 





ENCHANTED; w, m & © Carla Geyer Morrison 
12Apr54 EU359274 


Library of Congress & 


Copyright Office 





ENCHANTED; m & © David Leonard Ward 
24Dec53 EU342105 


Library of Congress ep 
Copyright Office 





ENCHANTED; w, m & © John Kittredge 
Woodhull 20Mar50 EU197684 





ENCHANTED © w & m S. Ronald Goodkin 
16Mar49 EU160970 


Library of Congrese 
Copyright Office 





Enchanted; w & m VW. he Gorman. © 
William E. Gorman, Chicago; 8May7; 


LUTY5LO. 





Enchanted. 

ENCANTADO. Enchanted; m Lou Singer, 
Allan Small & Alice Parker © 
Lawson-Kent Music Publishers, inc. 


4Dec53 EUZ.0157 


Library of Congress & 





Enchanted. 


Czech, Arthur S. 


& MSH -12-)6 





Enchanted. 
Garter, Herman. 





THE ENCHANTED. DP53553. SEE Giraudoux, Jem. 





THE ENCHANTED 
Ethel. aZSGe pu27508. SEE Beal, 


@ MAY 31 1951 





Enchanted aisles. R8187. SEE 
Woolcott, Alexander, 





THE ENCHANTED APRIL, by the author of 
"Eligeabeth and her German garden” 
{i. e. Mary Annette Beauchamp Rus- 
sell, countess} © 5Jan23, (pub. 
abroad 310ct22, AI-698), A696165. 
R56839, 6Jen50, Mrs. Corwin M. But- 
terworth (C), Mrs. Eustace Graves (C) 
& H. Be. Arnim (C) 


JAN 31 1950 


g 





ENCHANTED APRIL; w & m Don Raye & 
Gene DePaul © Sidney Music Corp. 
27Jan50 EUV191511 





ENCHANTED APRIL; by James C. Tyson, 
orchestra arr. Maurice Baron; pts. 
© 2Apr24, E587124. R89149, 21Jan52, 
James Tyson (A) 


MAR - 6 1952 


Library of Congress & 
Copyright Office 





ENCHANTED Aprile 896302. SEE Campbell, 
Kanee ‘ 





THE ENCHANTED attic. DpP18638. SEE 
Woolsey, Maryhale. 





THE ENCHANTED AUCTION. SEE Foster, 
Elma Michael Wilkins. 





The enchanted barn. 
Lutz, Grace Livingston Hill. R1668. 


car 21ja47 





The enchanted boathouse. 

BOWEN, ROSALIND. 
The enchanted boathouse. Boston, 
Meador Pub. Co. 176: * 3 
© Edward K. Meador; 2Jun48; A23663. 


I. Meador, Edward K. 





Enchanted boatman. 

M1380 STRIMER, JOSEPH. 

oS Enchanted boatman; piano solo by Joseph 
Strimer. © Pro Art Publications, New 
York; 17May49; EP36957, 


I. Title. 





The enchanted book. 


Dalgliesh, Alice, 1893— ed. 


The enchanted book; stories selected by Alice Dalgliesh, illus. 
by Concetta Cacciola. New York, C. Scribner’s Sons ,1947, 


246 p. illus. (partcol.) 24 cm. 


1. Fairy tales. 1. Cacciola, Concetta, 1924— illus. u. Title. 
PZ8.D152En 47-11397* 


Limited cataloging 
Library of Congress 
Copyright 





ENCHANTED BY LOVE; w Clara’B. Jeter m 
Louis Tobin © Clara B. Jeter 
10Mar52 EU267413 


Library of Congress 
Copyright Office 





ENCHANTED BY YOU; w, m & © Henry Keoua 
McKeague 25May51 EU239607 


JUN 9 1951 


Library of Congress 
Copyright Office 





E unpub 
886 Tp h “Ss 3 , = 
4.88 Enchanted by you. 


See 


Jones, Ruth 





THE ENCHANTED canary. D unp. 9881. See 
Mack, Nila. 





HE ENCHANTED CANYON, by Honore Willsie 
[Morrow] © Sapr2i1, a611582. Rk577k, 
5apry9, Cornelia M. Chester (BE) 





ENCHANTED CANYON © w & m John Joseph 
Mangan 15Sepl7 EU93,39 





The enchanted canyon. 


© Hal Leonard Music Inc., Winona, Minn.; 
17Nov53; EP8629). SEE 


1955 file. 


Library of Congress aS 
Copyright Office 





Enchanted caravan. 


BUTTERS, DOROTHY GILMAN. 

Enchanted caravan; illus. by Janet Smalley. 
Philadelphia, Macrae-Smith-Co, 207 p. 
pay tend Gilman Butters; 21Mar49; 
A ° 


sh/r 


Library of Congress 
Copyright Office 





The enchanted castle. 


BROWN, HARVEY Q. 
The enchanted castle, a novel. 1038 p. 
© Bruce Humphries, inc., Boston; 
10May51; A57581, 


I. Humphries (Bruce) inc. 


Library of Congress bey 
Copyright Office AUG 29 1951 





THE ENCHANTED CASTLE; m P. A. 
Marquardt; piano & orchestra, 
© 30Jan26; E634333. Photo Play 
Music Co., inc. (PWH); 19Jan54; 
R124229, 


Library of Congress @ 


Copyright Office 





Dunp. 1067 


The enchanted castle. 


See 


Martinez, Julita. 


S eog 8-21-46. 





ENCHANTED CASTLE 0O' DREAMS; musical 
fancies, Percy Elliott; pf. bk.1-2. 
© 2Apr23; E557204-557205. R66374- 
66375; 25Aug50; Lilian Elliott (Ww) 


SEP 2 7 1950 


Library of Congress ee 
Copyright Office 





ENCHANTED Christmas. A Holiday Ensemble. 
Twenty-five special value Christmas 
cards designed by Norcross. 25 for 
$2.00. KK69206. SEE Norcross, inc. 





THE ENCHANTED Christmas tree. DP19287. 
SEE Wilde, Percival. 





THE ENCHANTED CHRISTMAS TREE. R108577. SEE 
Wilde, Percival. 





ENCHANTED communion, GU1962. SEE 
Pushman, Hovsep T. 





THE ENCHANTED COTTAGE, a fable in 
three acts by Arthur “ing Pinero. 
© 5Jan22, D59595. R56015, 21Dech9, 
Bveleen Mills (5) 





The enchanted cottage. 


PENWELL, LORA HAYWARD. 

The enchanted cottage. Illus. by Rosemary 
[pseud.] Rockford, Ill., Bellevue Books 
[1952] lv. © Lora H, Penwell; 10Dec52; 
A82040, 


Library of Congress e 
Copyright Office 





THE ENCHANTED COTTAGE; intermezzo, 
arr. Frederic H. Cowen; orch. 
© 26May22, E537323. R60704, TApr5o, 
Frederica Gwendoline Cowen (W) 


Library of Congress oe 
Copyright Office 





Enchanted cottage. 

INTERMEZZO, from The enchanted cottage; 
m Frederic H. Cowen; pf. © 1Mar22, 
E527841. R60300, 31Mar50, Frederica 
Gwendoline Cowen (W 





Enchanted cottage. 

ROMANCE, from The enchanted cottage; 
m Frederic H. Cowen; violin & pf. 
© 1Mar22, E527842. R60301, 31Mar50, 
Frederica Gwendoline Cowen (W) 


Library of Congress 
Copyright Office 





ENCHANTED COTTAGE; waltz, w & m. 
© 22Jul24, E593218. R81394, 25Jul151, 
P. M. Rogers, Reg. Connelly & 
Jimmy Campbell (A's of w & m) 


AUG 23 1951 


Library of Congress & 
Copyright Office 





The enchanted cup, 


ROBERTS, DOROTHY JAMES. 

The enchanted cup. [Prev. pub. 
serially] Appleton=Century~ 
Crofts. 368 p. © on full~ 
length book version; Dorothy 
James Roberts; 50ct53; A108640. 


Library of Congress @ 





THE ENCHANTED CUP. B85-21,507. SEE 
Roberts, Dorothy James. 





Enchanted dawn. 


DEE, ANNE, 
Enchanted dawn. Boston, Meador Pub. Co, 
[1953] 239 p. © Edward K. Meador; 
27May53; A95254. 


I. Meador, Edward K. 


Library of Congress as 
Copyright Office 





AN ENCHANTED DAY; w, m & © Helen Marie 
Eastes 2lJan54 EU3Z44892 


V 


Library of Congress @ 


Copyright Office 





ENCHANTED DAY © w & m William Howard 
Holaday 25Feb49 EU162443 


Library of Congress ee 
Copyright Office 





AN ENCHANTED day in the Henry J with 
Ezio Pinza. KK67528. SEE Kaiser- 
Frazer Sales Corporation. 





THE ENCHANTED diamond. »v329),2. SEE Stone, 
Isobel. 





BA. 1 


Enchanted dream; wé&mL. F. Carroll, 
ay _ : a = 
© Lawrence Francis Carroll, New York; 


5liark:7; Ev6560li 





ENCHANTED DREAM © w & m Dorothy Neal 
Lewis 16Sep48 EU143347 





Enchanted dream. 
Mann, Adolph. 





Enchanted drum. 
LOVE, ADELAIDE WARREN (PETERSON) 
Enchanted drum, [Poems] 32p. © The 
Dierkes Press, Chicago; 10Nov50; 
A57098. 


I. Dierkes Press. 


aye 9, 0 195% 


hes/r 


Library of Congress 
Copyright Office 





The enchanted eve 


Ley, Madeleine, 1901- 

... The enchanted eve, illustrated by Edy Legrand. New 
York, Howell, Soskin, inc., °1946. 

(52;p. col.illus. 30}x24™. 


Pub. 27Aprl7; © Howell, Soskin, pub- 


lishers, inc.; Al12737. 


1. Legrand, Edy, 1893- illus. 11. Title. 
PZ8.L48En 47-3392 


Library of Congress @ 
Copyright th 





ENCHANTED evening by Zenith. KK55996. 
SEE Zenith Radio Corporation. 





ENCHANTED EYES; w, m & © Allan Adal- 
phus Williams 19Jan50 EU190729 


FEB 8 1950 


Library of Congress eS 
Cop 


ight Office 





THE ENCHANTED FAN. SEE Adams, Myrtle ann, 





The enchanted flivver, R122038. SEE 
Braley, Berton, 





ENCHANTED FLOWER w Arthur Joel Yaspan 
m arr Abraham Russ © Ronson Press, 
inc. 7Sep49 EU178209 


Library of Congress a 


Copyright Office 





Enchanted flower. 


ENCANTADA FLORs En¢hanted flower 
©w & m William Amable 10Mayl8 
EU1297 30 


Library of Congress & 


Cepyright Office 





Enchanted forest. 


BRETON, PHIL, 1916- 

The enchanted forest; improvisioso, no.1, 
op.65, composed Jan, 23, 1952 by 
Phillippe Breton. [For piano] $20 
© Phil (Phillippe) Breton, d.b.a. Phil 
Breton Publications, Omaha; 15Aug52; 
EP65261, 


I, Title. 


Library of Congress 
Copyright Office 





THE: ENCHANTED FOREST; for piano by 
Helen Dallam. (In The treasure 
cave) © 31Dec26; E652925. Helen 
Dallam (A); 13Sep54; R135565. 


Library of Congress @ 
Copyright Office 





THE ENCHANTED FOREST; w Raymond Leveen 
m Ted Murry © Raymond Leveen & Ted 
Murry 7Apr50 EU199854 


S MAY - 4 1990 





Enchanted forest. 
M1380 MARTIN, HAZEL B 1903- 
.M The enchanted forest; piano solo by Hazel 
Martin, 35¢ © Mills Music, inc.,, 
New York; 4May54; EP84879, 


a4 1e, 


Library of Congress wo 





ENCHANTED FOREST © w & m Evelyn Gladys 
Pinkerton 25Feb\\8 E£U118598 


Library of Congress 


Copyright Office & 





THE ENCHANTED FOREST; little suite; 
pf. © 9Jul23, E563754. R64172, 
13Ju150, Mabel Madison Watson (A) 


JAN 22 195) 


Revised 
5Jan51 


Library of Congress on 


Copyright Office 





ENCHANTED FOREST; arr. J. S&S. Zamecnik; 
orch. © 22Febel, E501444. 
R35226, 28May48, Philip Spitalny 
(A of m) 


Litrary of Congress 


Copvricht Office e 





ENCHANTED forest. See Foojie and the magic harps 
D UNpPe 9141. 





Enchanged forest. 
Scott, Raymond. 





THE ENCHANTED frog. D unp. 1703. See Let's 
pretend, Aug. 9, 19];7. 





THE ENCHANTED frog. DU19752. SEB 
Let*s Pretend (“adio program) 
Apr. 9, 1949. : 





The enchanted garden, 


BOYDEN, DARIEL (BUSCH) 
The enchanted garden. Brewster Pub. 
Co. 89 p. © Dariel Busch Boyden; 

30Sep53; A108523. 


Library of Congress eS 





& ENCHANTED GARDEN, by wean gon 
“Baskerville, front. by Paul S 
© 23Aug2i, — R39839, *260ctk8, 
Beatrice Guichard (A) 





ENCHANTED GARDEN; w, m & © James J. 
Kriegsmann 7May52 EU273967 


Library of Congress } 
Copyright Office 





THE ENCHANTED GARDEN; by Jean Morel 
[pseud. of Frederick Mullen]; pf. 
© 7Jan24, E573763. R80945, 11Ju151, 
Frederick Mullen (A) 


Library of Congress 
Copyright Office 





Enchanted garden. 


M1380 PULLEN, OLIVE DUNGAN, 1903- 

st Enchanted garden; piano solo by Olive 
Dungan. 35¢ © Clayton F. Summy Co., 
Chicago; 31Aug51; EP57049, 


I. Title. 


Library of Congress & 
Copyright Office 





The enchanted garden. 


RANDOLPH, CLAUDIA PEFLEY, 

The enchanted garden, and other poems. 
[ist ed.] New York, Exposition Press 
[1952] 62p. © Claudia Pefley 
Randolph; 26Jun52; A68473. 


Library of Congress 
Copyright Office 





Enchanted garden. 


M25 THOMAS, LLOYD, 1901- 

es ig The enchanted garden; [by] Lloyd Thomas, 
[For piano] © Mansion Music Publications, 
London; 9Sep53; EF0-23823, 


Ae Eithe. 


Library of Congress & 


Copyright Office 





Enchanted garden. 
GORDON, ALEXANDER R. The enchanted 


arden. © 10Sep20, A57677L, 
ROD706; 11Sepl:7; Janette R. Gor- 
don (C) 


c1 27 
Library cf Congress 


Copyright Office 





AN ENCHANTED GARDEN arr Winfred E. 
Rees © w & m Daisy S. Wallington 
24Jun49 EU171359 


Library of Congress @ 


Copyright Office 
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ENCHANTED garden, See Seward, Alfred E. 
Dump. 1198. 





Enchanged garden. 


see 


Warter, Bert 





THE ENCHANTED GARDEN IN GNOMEVILLE. SEE 
Schmidt, Mae Doelling. 





THE ENCHANTED GARDENS OF VIANA, SEE 
Van Ness, William Ds 





ENCHANTED GATEWAY; w Amelio J. Icangelo 
m Louis Crawford Terry © Amelio J. 
Icangelo & Louis Crawford Terry 
18Jan50 EU190566 


Library of Congress 6 FEB 
Copyright Office 





ENCHANTED GLADE; w G. Hubi-Newcombe, 
m Lois Barker, arr. Boosey & Co., 
ltd.; sop. or ten. & contralto or 
bar. © 300ct22, E547833. R54312, 
4Novi9, Boosey & Co., 1td. (PCB) 


Library of Congress 
Copyright Office 





The enchanted glen. 
Clifford, Kathleen. 

The enchanted glen, a fairy tale by Kathleen Clifford, illus- 
trated by Kim Weed. Los Angeles, Calif., Beverly publish- 
ing co. ,1945, 

(48) p. illus. (partcol.) 29x 223™. 


In verse. 


© 3Dech5; 2¢ NJanh6; publisher; A115. 


r. Weed, Kim, illus. 1. Title. 
46-12919 


Library of Congress & PZ8.3.C57En 
(2) 





Enchanted glen. See 


Triakontameron. 





Enchanted goddess. 
£98 - 
M25 GORDON, HARRY, +063- 
.G The enchanted goddess; miniaters ballet, 
piano solo by Harry Gordon. 2/- 
© Walsh, Holmes & Co., ltd., London; 
12May50; EFO-4658. 


I. Title. 
arr 2 0 1950 


Library of Congress 
Copyright Office 





THE ENCHANTED gooses AA210751. 
SEE Beckley, John Luther, 





The enchanted grindstone. 


ROBINSON, HENRY MORTON, 

The enchanted grindstone, and other poems. 
[New York] Simon and Schuster, 1952. 
107 p. © Henry Morton Robinson; 
14Mar52; A65056. 


Libiary of Congress @ 
Copyright Office 





THE ENCHANTED GROTTO; for piano by 
Earl Roland Larson. © 2dJan273 
E660911. Earl Roland Larson (A); 
27May54; R131111. 


Library of Congress @ 


Copyright Office 





THE ENCHANTED GROTTO. ’ LA GROTTE 
ENCHANTEE, op. 2, no. 23 w K. 
Balmont, English translation Mary 
Ellis Opdycke, francaise L. S., & 
m. © 24Aug22, E541897. R51955, 
8Sep49, on revision, French & 
English translation, Lazare Sa- 
minsky (A of m) 


Library of Congress « 


Copyright Office 





ENCHANTED GUITAR from Three songs by 
Elmo Russ © U. S. Music, inc. 
Notice 2Feb535 vel p223 


Library of Congress 


Copyright Office & 





Enchanted guitar. 


1630 RUSS, ELMO, 1893- 
Enchanted guitar; words and music by 
Elmo Russ. 40¢ Appl. states prev. reg. 
as Three songs; 30Jan53. © on added 
music; U. S. Music, inc., New York; 
26May53; EP71873., 


I, Title. 


Library of Congress Se 
Copyright Office 





ENCHANTED GYPSY MUSIC; w George Tice 
m Charles Abbadessa © George Tice & 
Charles Abbadessa 25Jun52 EU281684 


Library of Congress & 
Copyright Office 





ENCHANTED harbor. GU6601. SEE 
Sheets, Millard. 





THE ENCHANTED HARP © text &« m Charles 
Roberts Schulz @Mar)8 2u120187 


Library of Congress oe 


Copyright Office 





The enchanted heart. 


WORTHINGTON, MARJORIE (MUIR) 
The enchanted heart. [ist ed.] Garden 
City, N. Y., Doubleday. 254p. © Mar- 
jorie Worthington; 10Mar49; 430695. 


Library of Congres; 
Copyright. Office 





The enchanted highway. 


MACK, ELSIE FRANCES (WILSON) 
The enchanted highway. New York, 
Bouregy & Curl, 254 p. (Avalon books) 
© Elsie Mack; 100ct51; A61983. 


Library of Congress eS 
Copyright Office 





THE ENCHANTED HILL, a photoplay in seven reels 
by Famous Players-Lasky Corp. © 25Jan26, 
£22326. R107008, 10FPeb53, Paramount Pictures 
Corp. (PWH) 





ENCHANTED Hill. SEE Hoerl, arthur. 
Shamrock Hill. DU175i6. 





THE ENCHANTED hille R88991-88997. 
SEE Kyne, Peter Bernarde 





The enchanted hill. R95870. SKE 
Kyne, Peter Bernard. 





ENCHANTED HOUR m Al Sendrey, 
arr Le. Leslie Loth Gwé&m 
Rose Helen Ebel 22Augh7 
Ev9510 





ENCHANTED HOUR; song cycle, w James 
Stephans & W. A. Stokes, & m, 
© 3Jan21, £98891. R3213h, 
26Marl8, John R, Heath (A of m) 


Library of Congress 


Copyright Office ; & 





ENCHANTED HOUR; Venetian barcarole, 
m H. Mouton [and] BERCEUSE; m S. 
Palmgren, arr. Walter E. Loud; 
orch. pts. © 8Jun20; £8128). 
R20536; 5Jull:7; The Boston music 
co. (PWH of WJ. E. Loud) 


Library of Congress @ 
Copyright Office 





THE ENCHANTED HOUR; for piano by 
Edmund Hammerbacher. © 16Jun27;- 
E667358. Edmund Hammerbacher (A); 
20Sep54; R136014. 


Library of Congress S 


Copyright Office 





Enchantéd hour. 


SONG OF THE CZAR; from Snegourotchka, 
by Nicolai Andreevich Rimskit 
-Korsakov, orchestra arr. Adolf 
Schmid [and] THE ENCHANTED HOUR; by 
Reynaldo Hahn, orchestra arr. Maurice 
Baron; pts. © on arr., 24June5, 


E619212. R113650, 23Jun53, G. 
Schirmer, inc. (PWH of A. Schmid & 
M. Baron) 


Library of Congress 6 
Copyright Office 





Enchanted hour. 
Ashwill, Melvin S. 





ENCHANTED hour, 42480, SEE Jambor, 
Louis. 





The enchanted hour. 
Lewis, Sinclair. R1025k. 


afp 8Febl,7 





ENCHANTED HOURS © w & m Florence 
Kane 20Jun49 EU170836 


Library of Congress os 


Copyright Office 





ENCHANTED HOURS; pf. © 31Aug22, 
E543561. R65162, 26Ju150, Charles 
Huerter (A) 


JAN 22 1951 


Revised 
5Jan51 





Enchanted hours. 
Chanslor, Hal. 





E unpub. 989 
Enchanted hours, like perfumed rain. 
See 


Thompson, Jane 


was 6-2))-l6 we 





Enchanted in the sun. 


MAROTTA, GIUSEPPE. 

Enchanted in the sun; translated 
from the Italian [Gli alunni del 
sole] by Vladimir Kean [pseud.] 
D. Dobson. 192 p. © Giuseppe 
Marotta; 290ct53; AI-4076. 


I. Obermer, Edgar, tr. 


Library of Congress th 
Copyright Office 





THE ENCHANTED inn. pDUc2trS. SEE Buttitte, 
Anthony James. 





ENCHANTED INTERLUDE; w Erwin Stambler 
m Morton Weinberg © Erwin Stambler & 
Morton Weinberg 10Dec51 EU258437 


Library of Congress Ss 
Copyright Office 





Enchantcd Antcrlude ; Wem We Se 
Noblc. © William stowate Noble, 
Cedar Falls, Ia.; 29Marl7; EU72008. 


Library of Congress 6 
Copyright Office 





ENCHANTED INTERLUDE; w Erwin Stambler 
m Mort Weinberg © on new w Erwin 
Stambler & Mort Weinberg 22Jan53 
EU300996. Appl. states prev. 
version: Manhattan interlude, 


Library of Congress 
Copyright Office 





Enchanted interlude. 


M1630 WEINBERG, MORTON, 
2 Enchanted interlude; lyric by Erwin 
.W Stambler and Gary Lesters, music by 
Mort Weinberg. © American Academy of 
Music, inc., New York; 19Feb54; 
EP85322. 


I, Title. [II. Stambler, Erwin. 
Ill, Lesters, Gary] 


Library of Congress op 





Enchanted island. 
M1630 DAMON, WILLIAM, 1922- 
Enchanted island; or, Uncharted island, 
by William Damon, [For voice and piano] 
© William Damon; 22Apr52; EP61901. 


I, Title. Il. Title: Uncharted island. 


1/2 


Library of Congress 
Copyright Office 





Enchanted island, 


LADD, ELIZABETH CROSGROVE. 
Enchanted island; illustrated by 
Edward. Shenton. Morrow. 192 p. 
© Elizabeth Ladd; 15Ju153; 
A104157. 


Library of Congress + 





Enchanted island; w & m Ramon Chaunke 
[pseud. of Ray Albert Shanks] © 
Ray Albert Shanks, Danville, I1l.3 
31Mayl:7; EU78398. 





ENCHANTED ISLAND © w & m Helen Louise 
Jeffries l4Dec48 EU151335 


Library of Congress + 


Copyright Office 





The enchanted island. 


M1380 SCHAUM, JOHN WALTER, 1905- 

AEs) [The enchanted 1sland, piano solo by 
John W. Schaum. € Belwin, inc., 
New York; 20Novl7; EP21652. 


Library of Congress i 


Copyright Office 





ENCHANTED ISLAND; w & m Pansy Lee 


Beatty arr Jeanette Case Triplett 
© Pansy Lee Beatty 16Ju152 EU281345 


Library of Congress e 
Copyright Office 





ENCHANTED ISLAND; w, m & © Elizabeth 
Brown Cowen 22Sep50 EU216304 





Enchanted island, 


M1630 DAMON, WILLIAM, 1922- 
ie Enchanted island; or, Uncharted island, by 
.D William Damon. [For voice and piano] 
© on arrangement; William Damon; 
23Apr52; EP70562. 


Title. Il. Title: Uncharted island. 


Library of Congress @ 


Copyright Office 





Enchanted island. 


M1630 DAMON, WILLIAM, 1922- 

a Enchanted island; or, Uncharted island; 

.D or, Exotic island, all words and music by 
- William Damon, [Melody and words] 
© on new words & music; William Damon; 
18Jan52; EP60444, Appl. states prev. 
versions: Uncharted island, Enchanted 
island, & A love that endures; 17Dec51, 
EP59195; EP45238, 


I, Title. Il. Title: Uncharted island. 
Ill, Title: Exotic island, 9 
AR 41 495 


Library of Congress w 
Copyright Office 





Enchanted island. 


M1998 DAWN, MURIEL, 1904- 

-D The enchanted island; words by Luke 
Aylmer Conolly, music collected and arr. 
by Muriel & Douglas Dawn. (School 
songs, 1874) [For unison chorus and 
piano] 4d. © Novello & Co., ltd., Lon- 


don; 21Sep50; EF0-5458. 


I. Dawn, Douglas, 1902- II. Title. 
[III. Conolly, Luke Aylmer] 


JAN 22 1951 
Library of Congress & 
Copyright Office xM1609 





Enchanted island. 


LOWRIE, WALTER. 
Enchanted island. New York [1953] 
200 p. © Philosophical Library, inc.; 
18Feb53; A83660, 


I. Philosophical Library, inc. 


Library of Congress & 
Copyright Office 





Enchanted island. 


M1630 DAMON, WILLIAM, 1922- 

+ Uncharted island; Enchanted island, words 

.D and music by William Damon. © William 
Damon; 13Dec51; EP59195; 


I. Title. Il. Title: Enchanted island. 


; is 
Lib f C 
‘Copyright Office. ® JAN 1.1 1952 





ENCHANTED ISLANDS. Vitaphone Corp., 

1951. A Warner Bros. short subject. 
206 mine, Ses color, 5 illie 

Summary: A tour of the island of 
Hawaii. Includes scenes of water 
sports, fishing, the harvesting of 
pineapples and the picking of coffee 
beans, the celebration of Aloha week, 
eng Hawaiien folk songs and dances. 

Credits: Supervisor, Gordon Hollings- 
heads; written by Owen Crump; narrator, 
Art Gilmore. 

© The es QNov51; MP1800, 


OY 26 1954 





The Mnchanted islands 


Conway, Ainslie, 1893— 


The Enchanted islands, by Ainslie and Frances Conway. 
New York, G. P. Putnam’s sons ,1947, 


vii, 280 p. front. (group port.) 22™, 
Maps on lining-papers. 


1. Galapagos islands. 1. Conway, Frances, joint author. 1. Title. 

F3741.G2C6 918.6 47-30258 

© 11Apr47; authors, Isla Santiago, Archipielago de Colon, 
Ecuador, South America; A12030. 


Library of Congress @ 15; 





Enchanted islands. 


M1573 WEAVER, MARY. 

.W Enchanted islands; for women's voices, 
S.S.A., words [and] music by Mary Weaver. 
(Scholin choral publications, 2003) [With 
piano acc.] 18¢ © C. Albert Scholin & 
Sons, inc., St. Louis; 12May53; EP71328. 


Title. 


Library of Congress & 


Copyright Office 





Enchanted isle, 


M1630 DAMON, WILLIAM, 1922- 
Enchanted isle; by William Damon, 
(With his Twice as much) [Melody only] 
© on much of music; William Damon; 
9Feb53; EP69168, 


I, Title, 


Library of Congress Se 
Copyright Office 





Enchanted isle, 


Mi630 DAMON, WILLIAM, 1922- 

2 Enchanted isle; [by] William Damon, 

.D [Melody and words] © William Damon; 
-3Jan53; EP69434, 


Library of Congress 
Copyright. Office 





ENCHANTED ISLE © w & m Harold Marshal 
Kveffer 7Sep48 EU162451 





ENCHANTED ISLE © w & m George Henry 
Saver 6Sep49 EU180946 


Library of Congress @ 
Copyright Office 





The enchanted isle, 
Carroll, Yalter, F275, 





Bunp 10522 


Enchanted isle. 


see 


Riel, Renee 





Enchanted isles. 


JOHNSON, ELEANOR MURDOCH, ed. 

Enchanted isles, selected and edited 
by Eleanor M,. Johnson and Leland B, 
Jacobs. C. E. Merrill Books, 
360 p. Appl. authors: Wesleyan 
University and Artists & Writers 
Guild, inc., employers for hire of 
Eleanor M. Johnson & Leland B, 
Jacobs,. © Wesleyan University and 
Artists & Writers Gufild, inc.; 
10Feb54; A135850. 


Library of Congress 
Copyright Office 


(Cont'd, next card) 
ee) rh 





JOHNSON, ELEANOR MURDOCH, ed. 
Enchanted isles. Card 2. 


I. Wesleyan University, Middletown, 
Conn, 
Il. Artists and Writers Guild, inc. 


A135850 


Library of Congress 
Copyright Office 





ENCHANTED ISLES; w, m & © Haurold Law- 
rence Osborne 30Apr5l EU237060 


a gol 


Library of Congress MAY 
Copyright Office & 





Enchanted isles. SEE 
gacobs, Leland Bs« 





THE ENCHANTED kingdoms R99855. 
SEE Sass, Herbert Ravenele 





THE ENCHANTED KITCHEN. SEE Treacy, 
Robert Emerson. Clan Mackenzie, 
Scotch short bread. 





ENCHANTED LADY; m & © Stephen Maik 
15Apr54 EU354771 


Library of Congress & 


Copyright Office 





ENCHANTED lady. DU23255. SEE The Sheriff 
(R&édio program) No. 280. 


FEB 23 1950 





Enchanted lagoon 


M25  BERKMAN, VEDA M 

B Enchanted lagoon, piano solo, by 
Veda M. Berkman. © Mills Music, 
inc., New York; 16Aug48; EP29277. 


be VTLtes 


Library of Congress @ 


Copyright Office 





ENCHANTED LAKE; pf. © (sane 
E48hoh1. R205 36, 20Jan8, Gil- 
bert A. Alcock (A) 


Library of Congress 


Copyright Office @ 





Enchanted lake. 


M1204 JOHNSON, CLAIR W 1902- 

J “Enchanted lake, overture by Clair 
W. Johnson. Shere band series, 
no. 173) © Belwin, inc., New 


York; 26Nov48; EP31798. Condensed 
score and parts. 


Title. 


Revised 


Library of Congress @ 8Feb49 
Copyright Office 








<a 








Class_// No.2 930 ; or Year_1 9147 No. 


CARD OUT 


This card to be inserted whenever a card 
is withdrawn from the file 


Withdrawn by. j Batty tor SWwWiP jo Ocd 





[Initials] ‘ [Date] 


To be used 
(July 1947—5000) 








The enchanted land. 


MYERS, BETH (MCHENRY) 
The enchanted land. Avalon Books. 
254 p. © Beth Myers (Mrs. Fred= 
erick Myers); 27Jul1533; A103945. 


Library of Congress & 





ENCHANTED LAND; w, m & © Eva M. Taylor 
31Dec54 EUZ81346 


Library of Congress iy 


Copyright Office 





ENCHANTED LAND; w Sammy Cahn m Lynne 
Sherman © Bryant Music Corp. 2Aug5l 
EU245976 


Library of Congress & 
Copyright Office 





/ 
Enchanted land. 


SHERMAN, LYNNE. 

Enchanted land; lyric by Sammy Cahn, 
music by Rimsky-Korsakov, adapted by 
Lynne Sherman, 40¢ © Bryant Music 
Corp., New York; 20Aug51; EP57277. 
Appl. states prev. reg. 2Aug51, 
EU245976. 


I. Rimskii-Korsakov, Nikolai Andreevich, 
1844-1908, Ii, Title. [IIJ. Cahn, Samuel, 
1913- ] 


Library of Congress 
Copyright Office 





ENCHANTED LAND OF LOVE; w, m & © 
Clinton Hubert Allred 130ct5e2 
EU290717 


Library of Congress w 


Copyright Office 





Enchanted lands right in your home. 
KK57121. SEE Du Mont (Allen B.) 
Laboratories, Inc. © 





ENCHANTED LANE; w, m & © Daniel New- 
perry 30Aug51 EU248610 


Library of Congress eS 
Copyright Office 





ENCHANTED LIFE; w, m & © Eugene Lloyd 
Rubin 9Apr51 EU234782 


Library of Congress 
Copyright Office 





Enchanted life. 


MAIN, MARY (FOSTER) 

The enchanted life, a novel. [lst 
ed. ] New York, Harcourt, Brace. 
248 p. © Mary Main; hoct48; 
A26869. 


Library of Congress © 
Copyright Office 





ENCHANTED LOVE ©w & m Joseph Mortimer 
Cohn 30Aprl8 on changed w & m 
EU127670 


Library of Congress & 


Copyright Office 





ENCHANTED LOVE; w, m & © Charlotte Cc. 
Scholz 24Mar52 EU269281 


Library of Congress we 
Copyright Office 





ENCHANTED LOVE; w:Eddie Lee Lindsey m 
Louis Tobin. © Eddie Lee Lindsey 
13Sep54 EU370996 


Library of Congress we 
Copyri 


ght Office 





ENCHANTED LOVER; w, m & OR. Jefferson 
Hand, Harry Bentley & F. Leighton 


Burnham 4May53 EU314636 


Library of Congress 
Copyright Office 





Enchanted lullaby. 
Pinckney, Lloyd. #P8956, 





Enchanted melody. 


M1550 RIZZI, ALBA. 

eR The enchanted melody, concert waltz 
by Alba Rizzi, orchestrated by Geo. - 
L. Zalva. © Cinephonic Music Co., 


1td., London; 1lJun7; EF8862. 
Parts. 





ENCHANTED MELODY; w, m & © Harold Royal 
Gibson 26Dec51 EU259475 


Library of Congress e JAN 16 1959 
Copyright Office 





ENCHANTED MEMORY; w, m & © Robert 
Clinton Jacobs 28Mar50 EU198935 


Library of Congress 
Copyright Office 








E unp 7153 
Enchanted memory. 
See 


Dennis, Matt. 


jss 5-15-46 


ENCHANTED MESA; w, m & © Paul Arche- 
laus Russell 4Jun51 EU24o443 - 


Library of Congress i 
Copyright Office 





THE ENCHANTED mesa. SEE Malotte, Albert Hay. 
Legend of the mesa. DU29628. 


a 





fhe enchanted mesa. R&9943. SEE 
Dresbach, Glenn Ward. 





The enchented mirror, ih 
Brom, Arthur hl. EV GIF: 





ENCHANTED MOMENT; w, m & © Emily 
Maria Hall 1May50 EU202334 





ENCHANTED MOMENTS; w Carrie Bruce 
Hudson m Ken Watkins © Carrie Bruce 
Hudson & Ken Watkins 8Sep52 
EU287693 


Library of Congress & 


Copyright Office 





ape ora MCVENTS; m B. G. Clements; 
pf. (In Melody, v. 3, no. 3) 
© 19Mari9 ; BL2b889. “R15716; 
16Marl:7; Bernisne G. Clements (A), 
Houston, Tex. 





ENCHANTED MOMENTS; m Bernisne G. 
Clements; mandolin. (In The 
cadenza, ve 26, no. ) ©17Aprl9; 
B30595. R17329; 16Apr!:7; Walter 
Jacobs, inc. (PH), New York. 





ENCHANTED MOMENTS; m Bernisne G. 
Clements; orch. (In Jacobs! 
orchestra oy « 10, nose 
© 9Apr19; BhZ0608. R17335;3 
6Aprl.7; Walter Jacobs, inc. (PH), 
New York. 





ENCHANTED MOMENTS; polka caprice, 
m Adam Geibel; pf. duet. 
© 8Feb21, E501600. R32)68, 
21lAprli8, Theodore Presser co. (PWH) 





ENCHANTED MOMENTS; by Bernisne G. 
Clements, © (= Jacobs pee 
monthly, ve 4, noe 7) © 30Jun19; 
p32. R19726; 2lJun\7; Walter 
Jacobs, ince (PWH), New Yorke 


Library of Congress & 
Copyright Office 





ENCHANTED MOOD © m Oliver Edward Nelson 
18Nov48 EU151069 


Library of Congress & 


Copyright Office 





ENCHANTED MOOD; m.& © Harold Lomax 
Ousley - 6Dec54 EU379310 


Library of Congress eS 
Copyright Office 





ENCHANTED MOON; w & m Charles Seaman 
Horine arr Maurice Lynn White © 
Charles Seaman Horine 18May53 
EU316589 


Library of Congress & 
Copyright Office 





- AN ENCHANTED MOON m Ronald Buck © w 
Edward A. Wilkerson 20May)8 EU131782 


Library of Congress a 
Copytiaht Office 





ENCHANTED MOON m Ronald Buck © w George 
Steve Gupchik 110ct49 £U181581 


Library of Congress e 


Copyright Office 





ENCHANTED MOON © m Fred Klein 22Marl8 
EU12179. 


Library of Congreas @ 
Copyright Office 





Enchanted mountaing 


Mi204 TARVER, JAMES L 

= Enchanted mountain; overture by James 
L. Tarver. (Band series, no.53) [Con- 
densed score and parts] $5 © Pro 
Art Publications, New York; 14Apr53; 
EP70602. 


Title. 


Library of Congress e 
Copyright Office 





ENCHANTED MUSIC; w Harry P. Consack 
m Louis Tobin © Harry P. Consack 
30Jun52 EU279912 


Library of Congress 
Copyright Office 





ENCHANTED MUSIC © w Bob Koenig m Sid 
Glickman lApr8 EU123),66 


Library of Congress _ © 


Copyright COfiice 





Enchanted New Mexico, 
Buck, Ronald, 





ENCHANTED NIGHT m Leo & Hector 
Richard © w Clinton John Davis 


Uyseph7 EU9357y 





ENCHANTED NIGHT; w, m & © Bernice 
Alicia Bacal 16Ju151 EU244325 


Library of Congress we 
Copyright Office 





ENCHANTED NIGHT © w & m Joseph Snead 
30Aug48 EU1L41784 


Library of Congress = 


Copyright Office 





ENCHANTED NIGHT; w Paul Mecca m Louis 
Tobin © Paul Mecca 2lJun54 EU361809 


Library of Congress & 


Copyright Office 





ENCHANTED NIGHT. Enchanted nite; 
w, m & © Estelle Becker 17Sep53 


EU331239 


Library of Congress Sp 





E unpubd 80,7 
Enchanted night. 
see 


Bragin, Gerald 





Enchanted night. 
Rugg, Charles. 





E unpube 6ht 8 
Enchanted nights. 


‘Sutton, Frederick Charles. 


& MSH 3-29-l,6 





Enchanted nite. 


ENCHANTED NIGHT. Enchanted nite; 
w, m & © Estelle Becker 17Sep53 


EU331239 


Library of Congress a 





Enchanted one. 
Zotta, Victor. 

Enchanted one; words ... by V. 
Zotta. Hollywood, Calif., Cine-mart 
music publishers. 

© 10Mayl6; Cine-mart music publishing 
co., Hollywood, Calif.; EP3738. 


For voice and piano, with chord 
symbols. 


I. Title. 


of C . Music Cat. 


Copyright Office 





ENCHANTED ONE; w & m Betty Hinojos arr 
Marjorie B. Brown © Betty Hinojos & 
Marjorie B. Brown 28Apr52 EU273930 


Library of Congress ish 
Copyright Office 





ENCHANTED ORCHID; w Alice Catherine 
Winsloe m William Edward Winsloe 
© Alice Catherine Winsloe & William 
Edward Winsloe 8Sep52 EU286889 


Library of Congress & 
Copyright Office 





ENCHANTED PALACE; pf. © 5dul2l, 
E516000. R36462, 137u148, Frederic 
Austin (A) 


Library of Congress & 


Copyright Offce 





THE ENCHANTED patio. D unps 8137. See 


Brus, Dorothy. 





THE ENCHANTED PIANO, SEE Place, Lows 





The enchanted pillowcase, and other stories. 


EDWARDS, JOSEPHINE CUNNINGTON. 

The enchanted pillowcase, and other 
stories. 192 p. © Review and 
Herald Pub. Association; 2Nov53; 
A1135202. 


I. Review and Herald Publishing 
Association. 


j/- 
Library of Congress =o 


Copyright Office 





The enchanted playhouse. 


HILL, MABEL BETSY. 

The enchanted playhouse; story and pictures 
by Mabel Betsy Hill. [1st ed.] [Part of 
the text was prev. pub. in Jack and Jill, 
June 1950 under title: A playhouse for the 
twins] Philadelphia, Lippincott. 63 p. 
© on full-length book version; Mabel 
Betsy Hill; 2Jun50; A45078. 


Library of Congas & JUL 2 5 1980 


Copyright Office sh/ ms 





ENCHANTED POND; w, m & © Glory Britton 
Casebier 20May54 EU358730 





Library of Congress 6 
pon Re 


ght Office 


THE ENCHANTED POOL; w Giles Edward 
Mellenbruch m George E. Poole & Ray- 
mond A. Ehrhart © Johnny Giles Music 
Co. T7Jun54 EUZ60440 


Library of Congress @ 


Copyright Office 





ENCHANTED POOL. H305l. SEE Botke, 
Jessie Arms. 





Enchanted prince. 


M1204 JOHNSON, HAROLD M 1899- 

oJ TED The enchanted prince; overture, by 

s Harold M. Johnson. (Modern band ar- 
rangement, J472) © Carl Fischer, inc., 
New York; 3May49; EP36674. Score 
(band), condensed score and parts. 


I. Title. 


Library of Congress 
Copyright Office 





ENCHANTED RHYTHM; w, m & © Caroline 
Silva Gomes 11Sep50 EU214950 


OCT 11 1950 


Library of Congress @ 
Copyright Office 





THE ENCHANTED RIVER. FPilms for Ghildren, 
Ince, 1950. Distributed by Coronet. 
ue mine, BGs, b&w, 16mm. 

Sumery: An adaptation of the fairy 
tale about the simple and honest woodcutter 
whe received a gift of a golden axe from a 
water nymph. 

Credits: Author, Haig P. Manoogian. 

for Children, Inc.s 15Aug503 
MP194,6. 





THE ENCHANTED ROSE; m & © Mildred Wads- 
worth lApr54 EU353130 


Library of Congress & 
Copyright Office 





D pub 4604 
The enchanted rose. 


See - 


Martens, Anne Coulter 





Enchanted rumba, 


M175 TRAFICANTE, RALPH C 1911- 
.A4T Rumba encantada, Enchanted rumba; 
an original composition [by] Ralph 
Traficante, arr. for accordion solo by 
Anthony Galla+Rini. 75¢° © Polyphonic 
Publications, Minneapolis; 1Jun52; 
EP6 7046. 


I, Title. Il. Title: Enchanted rumba. 
[III. Galla-Rini, Anthony, 1907- ] 


Library of Congress 
Copyright Office 





ENCHANTED SAND © w & m Gladys Avey 
Wallace & Minnie Hazel Wallace 
6Sep49 EU178080 


Library of Congress oy 
Copyright Office 





M1630 The enchanted song. 

se HYNES, MARY E 

oH The enchanted song; words and music 
by Mary £. Hynes. © Cine-Mart 
Music Publishing Co., Hollywood, 
Calif.; 1Novl6; EP1115. 


Te Title, 


Music Cat. 





ENCHANTED SPRING; w Eugene Thomas Mor- 
gan m Julius Burton Watkins © Eugene 
Thomas Morgan & Julius Burton Watkins 


SApr54 EU353907 


Library of Congress & 
Copyright Office 





THE ENCHANTED SQUARE. Paramount Pictures, Inc., 
1947. 10 min., sd., color, 35mm. 
Credits: Director, Seymour Kneitel; story, 
Shane Miller and Orestes Calpini. 
c)Paramount Pictures, Inc., New York; 9May47; 
LP1007. 


2 





THE ENCHANTED stag. pDU18882. SEE 
Let's Pretend (Radio program) 
Feb. 12, 199. 





THE ENCHANTED stag. D unp. 9880. See 


Mack, Wila. 





Enchanted streets. 


Dubkin, Leonard, 1904— 
... Enchanted streets ,by, Leonard Dubkin; illustrations by 
Edouard Sandoz. Boston, Little, Brown and company, 1947. 
6 p. 1, 3-210 p. col. plates. 203™. 


At head of title: The unlikely adventures of an urban nature lover. 


Colored illustration on t.-p. 
“First edition.” 


1, Natural history—Outdoor books. 2. Natural history—TIllinois— 
Chicago. I. Title. 


QH81.D8 574 47-30323 


Library of Congress & 


Copyright (20, 





ENCHANTED STRINGS; w Joy Welch m James 
O. Turner © Boosey & Co., ltd. 
12Nov54 EU376827 


Library of Congress éh 
Copyright Office 





Enchanted swing. 


M261 PELZ, WILLIAM, 

—. The enchanted swing; by William Pelz, 
B flat cornet solo with piano accompani- 
ment. (Belwin progressive solo series, 
no.5) [Score and part] 40¢ © Belwin, 


inc., Rockville Centre, N. Y.; 29May52; 
EP62950., 


I, Title. 


Library of Congress @ 
Copyright Office 





ENCHANTED TIME ©w & m Ana Williams 
17May8 BU130595 


Library of Congress ¢e 


Copyright Office 





AA 30963 
The enchanted tower. 
see 
Bradley (Milton) company. 


Game of The enchanted tower, 
e 7 





THE ENCHANTED TRAIN, from Sitting 
pretty; duet, m Jerome Kern, & w. 
© 29Apr24, E585967. R79170, 31May51, 
P. G. Wodehouse (A of w) & Eva L. 
Kern (W) 


JUL 19 1951 


Library of Congress 
Copyright Office 





THR ENCHANTED treasure. pu22363. SEE 
Nicholson, Anne Preston. 





ENCHANTED TREE; w Sadie Hurwitz m Paul 
Laub © Sadie Hurwitz & Paul Laub 
2Feb50 EU194908 


Library of Congress @ 
Copyright Office 





The enchanted trumphet. 


Waltzing in a dream, from the enchanted 
trumpet; German w E, Thorsten, English 
adaptation of w P. Schoop m P. Schoop. 
© Paul Schoop, Hollywood, Calif.; 
3Jank7; EUY56h7. 





{HE ENCHANTED VALLEY. Pathe Industries, Inc., 1947. 
77 min., sd., color, 55um. 
: A lame boy end the peaceful atmosphere 
of a mountain valley exert a powerful influence 
on the lives of three criminals. 
Credits: Producer, Jack Schwarz; director, Robert 


umett Tansey; film editor, George McGuire; 
original screenplay, Frances Kavanaugh; music 
supervisor, David Chudnows music score, Lucien 
Cailliet. Casts Alan Curtis, Anne Gwynne, 
Charley Grapewin, Donn Gift, Joseph Crehan.' 
(@)Pathe Industries, Inc.; 22Deo475 LP1531. 





ENCHANTED VALLEY; m Ernest Bucalossi; 
-orche © 25Apr2l, aaa R334,79 5 
29Aprl8, Eleanor May (E) 





The enchanted valley. 
see 


Dardenelle, Louise 


afp 10-3-16 
@ 





THE ENCHANTED VALLEYe H2768. SEE 





Enchanted village. 


BAILEY, CAROLYN SHERWIN. 
Enchanted village; illustrated by Eileen 


Evans. New York, Viking Press. 
190 p. © on additions & revisions; 
Carolyn Sherwin Bailey (Mrs. E. C, 
Hill); 21Aug50; A46772. 


. Evans, Eileen, illus. 
SEP 25 4950 


Library of Congress 
Copyright Office @ dr/bs 





The enchanted voyage, source title. 
See 


WAKE UP AND DREAM. L 625. 





Enchanted waltz. 


M1630 CURTIS, PAUL, 191lli- 

2 Enchanted waltz; words by Elsie 

CG Ferrant, music by Paul Curtis. 
© Arlington Music, Hollywood, 
Calif.; 3Junl8; =EP27)60. 





THE ENCHANTED WALTZ; w Donald William 
Eugene m Robert Edison Garrow © 
Donald William Eugene & Robert 
Edison Garrow 8May53 EU315508 


Library of Congress 
Copyright Office 





THE ENCHANTED WALTZ. DFu31. SEE 
Davis, Prederick. 





ENCHANTED WATERS. SEE Blanch, Arnold. 





THE ENCHANTED WELL. Screen Associates, 1952. 
3 reels, sd.«, b&w, 16mm... (Electric Theatre) 
A Sereen Televideo release. Based on an 
original story by Washington Irving. 

Summary: A poor water carrier in old 
Spain befriends a dying Moor who tells him 
the location of ancient Moorish treasures, 

Credits: Producer, Gil Ralstong director, 
Vistor Stoloff; teleplay, Kurt Steinbart; - 
film editor, Bob Oberbeak, Cast: James J. 
Gpiffith, Nick Dennis, Adele Sexamtre. 


© Sereen Associates, Inc.3 5Jun523 LP1778. 


We @ 





M1630.2 


Enchanted with you (in my dreams 78 
oK ; 1) 


dwe 
Krohn, Ruth Dorothy. 


Enchanted with you (in my dreams 
you dwell); words ... by Ruth Krohn. 
Brooklyn, Charles Coleman. 

© 23Auglh6; publisher, Los Angeles; 
EP5l.62. 


For voice and piano. 


Te Fa: CLS > 





THE ENCHANTED WOOD; waltz, m George F. 
Hamer; of. © 7Jul21, E514691. 
R49611, 22Jun49, George F. Hamer, 
Elisabeth H. Colson, Lillon H. Atkin- 
son, Helen H. Colson & Charlotte H. 
Seamon (C) 


Library of Congress & 


Copyright Oifice 





THE ENCHANTED WOOD, no.1; w Myrrha 
Bantock, m Granville Bantock, © 
18Jun25, E615010. R100255, 24Sep52, 
Helen Bantock (W) 


Library of Congress S 


Copyright Office 





The enchanted wood series. See 
Cate, Harold Webster, Princess 
Christine dances. 
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